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Featured on page 15 of our Financial Institutions Issue (July-August 1982), the United Virginia 
Bank—Central, Richmond, was designed by Moseley-Hening Associates, Inc., also of Richmond. 
Cover photo by Huffman Studio. 
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architectonica 


In Praise of Chauvinism 


By Eason Cross, Jr. 


There are almost 1000 registered architects in the Virginia Society of the 
American Institute of Architects, whose work is produced in upwards of 
350 different Virginia offices. These range from one-man operations to 
large internationally-prominent firms. There is a professional capability 
in Virginia which can provide sound design for almost any conceivable 
building type. Virginia architects have at one time or another won all the 
major domestic Design Awards. 

Why, then, have many Virginians building in Virginia gone to out-of- 
state architects for design services, particularly for buildings of promi- 
nence? 


What can be done to change this pattern? 
In studying the maladay, we've been able to list the following causes: 
1. GREEN GRASS — There are the obvious human foibles at work; 


"The grass is greener next door," and "The expert is always from 
out-of-town." 


STAR SYSTEM — There's the influence of the media, extolling the 
work and merit of a relatively few national designers, the star 
system at work in architecture. 


COMMITTEE CLIENTS — There's the fairly recent fact of life that 
committees are more and more the Client, rather than individuals, 
and committees are easily led into paths of apparent safety. They 
will choose a "name" designer to cover their own potentially- 
exposed derriéres: "If he screws up, we can always say we went 
with the best." 


254/255 FORMS — We all deal with the fallout of the Federal 254 and 
255 Forms, which are being used by all levels of government and 
industry now. They represent a common tool for measuring the 
worth of design firms. These forms, however, exclusively quantify 
information. How many this? How large that? How long those? 
There is no set of questions relating to quality of service, honors, 
client testimony, claim record, reliability, etc. The net effect is to 
cut out small good design firms from work they are eminently best 
qualified to perform. 


CATCH-22 — There is a Catch-22 situation at work. Good budget 
jobs with good clients have been out-of-state for a long time, so 
that it is hard to point to lots of fine buildings done by local 
architects. It's not that they are not capable; they just have had few 
Opportunities to do ‘foreground’ buildings. 


COMMON WEAL — There’s too little consideration given to the 
Common Weal in the Commonwealth of Virginia by government 
bodies. By that, we mean the indirect benefits to a community 
gained by supporting local businesses, so that they may prosper, 
employ more local people, and pay more local taxes. The excuse is 
always that the best designer was chosen. Often the real reason 
has to do with which choice is the easiest to defend. 


Now, let us consider some medicine which can help cure the malady, 
again in list form: 


n 
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DESIGN SCHOOLS — The quality of the architectural schools in 
Virginia has been on the rise. VPI & SU is particularly proud, 
justifiably, of the record of its recent graduates in entering major 
architectural firms. The University of Virginia has a new Dean who 
is setting a personal example of design excellence and continuing 
an examination of purpose in Charlottesville. Hampton Institute is 
now producing students who can compete with the product of the 
state-supported schools. What this all means is that Virginia firms 
are being staffed with better-trained people, and the buildings they 
work on are bound to be of higher quality. 


2. CURRENT WORKS — It needs to be stated, re-stated, reiterated, and 


repeated: one need not run to New York City to be well served by the 
architectural profession. Virginia firms do very good work. The 
general level of projects submitted to the Biennial Design Awards 
Program has regularly drawn markéd praise from the panels of 
architect jurors. Spread the word that good design, in a broad 
pallette of style and taste, is available "Right here in River City." 


. SOCIETY DIRECTORY — It needs to be pointed out that it's good 


politics and good economics to choose local professionals. There 
are nearly 1000 of them to choose from so at least one of them 
should be tailor-made for every proposed project. The Virginia 
Society is working on a new, more detailed Directory of members 
which should make the search for the right architect somewhat 
easier. 


. CIVILITY TRADITION — Virginia architects especially hew to a 


tradition which, were it more widely understood and recognized, 
should keep the work at home. It is one of civilized rather than 
flamboyant design. From simple and elegant 18th century carpen- 
ter detail, from Mr. Jefferson and his mix of invention and Palladio, 
from Christopher Wren's only New World structure, from Federalist 
brick towns, there flows a river of precedent for an approach which 
values visual staying power and the understated element which 
lasts. 

This river of precedent does not pass by that other leg of Vitru- 
vius’ triad, "Delight," a necessary ingredient of that good architect 
which doesn't generate boredom. There should always be room for 
sculpture, color, texture, cast shadows, modulated light, and out- 
and-out architectural decoration in a building's budget. These are 
the tools of a master designer working in any era, in any style, and 
in any location. They need not be so overt asto be shocking, nor do 
they need to reproduce the detail tied historically to an earlier time. 
Virginia architects generally know about "delight," as well as 
"firmness" and "commodity," (as the English translation from the 
Latin had it in the 16th century). 


. “VIRGINIA RECORD" — Gucci, Calvin Klein, Pierre Cardin. When one 


has little faith in one's own taste, it's easy to rely on the modern- 
day equivalent of "Purveyorto the King.” A Stamp of Social Safety. 
In the field of architecture, the magazines "Architectural Record" 
and "Progressive Architecture" have established both the current 
fashion and the acceptable practitioners thereof. It should be noted 
that their criteria for excellence is influenced by their need for 
photogenic copy each and every month, and their inherent interest 
in the novel and spectacular. 

The Virginia Society sponsors this magazine you are reading to 
give exposure to the work of all sorts and conditions of Virginia 
architects, designing all sorts of projects, on all sorts of budgets, 
and for all manner of clients. The "Virginia Record" is not in the 
business of establishing "the Right Stuff." What it does is to leave 
to the reader the fun of determining what's good and not-so-good, 
and what has relevance to the reader's needs. 


. TESTOFTIME — The Virginia Society does put its Seal of Approval 


on some work. Every year, it chooses two buildings which have 
been around at least 10 years, for attention in a Test of Time 
Awards Program. These works are free of the cliches of 10 years 
before, are handsome, serve their user and owner, fit the commu- 
nity, and are well-built. It would be wise for those intending to build 
to look with special care for the names of the architects whose 
buildings are selected. 


Fashion is all right for clothes, but it's terrible for buildings! 
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New Firm of Architects Formed 


Bruce M. Justice, AIA and Richard B. Fisher, 
AIA announce the formation of a partnership to 
provide professional architectural and land 
planning services in the Commonwealth of Vir- 
ginia. The firm, Justice & Fisher, Architecture & 
Planning, began operation formally on June 14, 
1982, with offices in the 910 Parham Road Build- 
ing, Richmond, Virginia. Mr. Justice has been in 
practice as a proprietor in this location since 
January 1981. 

Mr. Justice and Mr. Fisher are graduates of 
the University of Virginia School of Architec- 
ture. Mr. Justice is a member of the Class of 
1967, and Mr. Fisher is a member of the Class of 
1971. Both are Life Members of the Alumni 
Association. Mr. Justice, born in Richmond, 
attended Henrioc County Public Schools and is a 
1958 graduate of Douglas Freeman High School. 
Mr. Fisher was raised in Alexandria, attended 
Fairfax County Public Schools, and is a 1962 
graduate of Saint Stephen's School of Alexan- 
dria. Mr. Fisher served in the U. S. Army in 
1966-67 and is currently a member of the U. S. 
Army Reserve. Both are members of the Ameri- 
can Institute of Architects, Virginia Society of 
the AIA and its James River Chapter locally. 

Mr. Justice and Mr. Fisher have a combined 
professional background of over 30 years' expe- 
rience, obtained in employment with several 
well-known architectural firms within the state. 
Mr. Justice began his professional career in 
1962 with Marcellus Wright & Son, Architects, in 
Richmond, moved to Stainback & Scribner, 
Architects, in Charlottesville during the mid- 
sixties, and then worked 13 years with Ballou & 
Justice, Architects and Engineers, in Richmond, 
before opening his office in January 1981. Mr. 
Fisher began his career in 1965 with VVKR, 
Architects, Engineers and Planners in Alexan- 
dria, wentto Stainback & Scribner, Architects in 
Charlottesville, while completing his education. 
He then went to the office of J. Everette Fauber, 
Jr., FAIA Architect in Lynchburg for an appren- 
ticeship in restoration work, and finally went to 
Odell Associates Incorporated, Planning, Archi- 
tecture and Engineering, Richmond office for 
four years before joining Mr. Justice in their 
partnership. 

The Justice & Fisher partnership has a unique 
quality in that both men are second generation 
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design professionals of their respective fami- 
lies. Bruce M. Justice is the son of Charles C. 
Justice, AIA, an architect, 1953 past president of 
the Virginia Chapter of the AIA, and a partner in 
the firm of Ballou & Justice, Architects & Engi- 
neers for over 35 years, until his recent retire- 
ment. Richard B. Fisher is the son of Robert B. 
Fisher, ASLA, a landscape architect and horti- 
culturist who practiced his profession for the 
Mount Vernon Ladies Association of the Union 
for over 30 years until his retirement from this 
position four years ago. 


PERSONNEL AND 
OFFICE CHANGES 


Forrest Coile Associates, P.C. 
Announces Election of Officers 


The Board of Directors of Forrest Coile Asso- 
ciates, P.C. has announced the election of For- 
rest W. Coile, AIA, as Chairman and L. Duane 
DeBlasio, AIA, as President. 

The firm has two locations — 11721 Jefferson 
Avenue, Newport News, Va. 23606, and 160 New- 
ton Road, Suite 412, Virginia Beach, Va. 23462. 


Robert T. Bain, Jr. 
Joins Talbot & Associates 


Thomas L. Ainscough, AIA, principal in charge 
of architecture for the Virginia Beach-based 
architectural, engineering, planning, and sur- 
veying firm of Talbot & Associates, Ltd., is 
pleased to announce that Robert T. Bain, Jr., 
AIA, has joined the firm. 

Bob holds a Bachelor of Architecture from VPI 
and is a member of the Tidewater Chapter of the 
American Institute of Architects. Bob was the 
owner of an architectural firm in Sanford, North 
Carolina. 

In his position as project architect, he is cur- 
rently working on the design of the Fort Story 
gymnasium, several renovation projects for the 
U. S. Navy, and the addition to the Latter Day 
Saints Church, Norfolk. 
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PAUL J. WALTER 


Paul J. Walter Joins 
Virginia Beach Firm 


Charles R. Krummell, president, Krummell & 
Jackson Associates, P.C., a Virginia Beach- 
based architectural firm, recently announced 
that Paul J. Walter, formerly employed by 
Washington Associates, has joined the firm. 

Walter is a architectural graduate of the 
Catholic University of America and is currently 
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in the National Council of Architectural Regis- 
tration Boards Intern Development Program. 

During Walter's three years with the U. S. 
Veterans Administration, Washington, DC, he 
was involved in the Safety & Fire Improvements 
to the Veteran's Administration Medical Center, 
Salem, Virginia; and an Eight Floor Alteration 
forthe Office of the Chief, Washington, DC. While 
employed by the U. S. Department of the Interior, 
Washington, DC, Walter was responsible for the 
playground at Glen Echo Park, Glen Echo, Mary- 
land. 


Falls Church Architects 
Name Associate 


Barkley Pierce O'Malley P.C. of Falls Church, 
Virginia has recently announced the appoint- 
ment of Maury S. Saunders, AIA, as a senior 
associate to the firm. 

Mr. Saunders, a graduate of VPI & SU and а 
licensed Architect, has been affiliated with the 
firm since 1977 as a project manager for indus- 
trial and commercial projects. As such, Mr. 
Saunders will participate in the expanding mar- 
keting and management functions of the organi- 
zation. 

Barkley Pierce O'Malley, an architecture and 
planning firm, has been recently awarded con- 
tracts which include two national trade associa- 
tion headquarters, warehouse industrial parks 
and various space planning projects throughout 
the United States. 


CHAPTER NEWS 


Washington Associates 
Increases Staff 


Robert E. "Bob" Washington, principal, Wash- 
ington Associates, announced recently that 
three new employees have been added to the 
Norfolk-based architectural firm. 

Robert "Mark" Gostel and William M. "Bill" 
Greaves, previously with Krummell and Jack- 
son Associates, P.C. have joined the firm, 
respectively, as an architect and senior archi- 
tect. Norman E. Davis, formerly with Design Di- 
vision Naval Facilities Engineering Command, 
Norfolk, is now a projectarchitect with Washing- 
ton Associates. 


MARK GOSTEL 
Architect 


Governor Appoints Schiffelbein to APELSCLA Board 


Patricia Shiffelbein, AIA, of Reston has been 
appointed to the Virginia State Board of Archi- 
tects, Professional Engineers, Land Surveyors 
and Certified Landscape Architects by Governor 
Charles S. Robb. Schiffelbein will occupy the 
seat formerly held by Edgar C. Beery, Jr., AIA. 

Patricia Schiffelbein has been an active mem- 
ber of The American Institute of Architects since 
1972 and has served on many committees con- 
cerned with professional practice, office man- 
agement, and urban planning and design. She is 
the editor of Chapter Four of the AIA's PERSON- 
NEL PRACTICES HANDBOOK, and style and copy 
edited ARCHITECTS AND EARTHQUAKES, a joint 
publication of the AIA Research Corporation and 
the National Science Foundation. In 1976 she 
chaired the multi-disciplinary Urban Systems 
Group at the AIA/RC-NSF sponsored Seismic 
Safety Design Workshops. 

Schiffelbein's activities in the Northern Virgin- 
ia Chapter, AIA, include serving on the Board of 
Directors and the offices of Secretary, President 
Elect, and President. She edited the Newsletter 
for three years, and represented the Chapter on 
the Virginia Society, AIA, Board of Directors, the 
Middle Atlantic Region, AIA, Bylaws Task Force, 
and The Tyson's Corner Planning Charrette 
Team. She presently is a member of the Honor 
Awards Committee and the MAR, AIA, Council. 

Following graduation from the University of 
Michigan in 1963 where she received a Bachelor 
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of Architecture degree, Schiffelbein worked for 
the Grand Rapids, Michigan, firm of Wold & 
Bowers. Later, she moved to New York City 
where her husband, also an architect, continued 
his graduate education. 

The Schiffelbeins moved to Virginia іп 1965 to 
work for PARD Team, located in Washington, 
D.C., and they occupied one of the first apart- 
ments in the new Reston Lake Anne Village Cen- 
ter. Patricia then worked for the Washington 
firm of Brown & Wright and Keyes, Lethbridge & 
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Condon before establishing her own practice in 
Reston. 

The firm of Patricia Schiffelbein, AIA, worked 
in association with Francis D. Lethbridge & 
Associates and Sasaki Associates on the Mas- 
ter Plan Restudy for Arlington National Ceme- 
tery, and currently is collaborating with Oppen- 
heimer, Brady & Vogelstein on projects involving 
historic district studies and the restoration and 
site improvements for existing housing projects 
and civic facilities. One such project is Jersey 


Phone 703/344-6601 
711 Boxley Building 


City's Hamilton Park which has been placed on 
the National Register of Historic Places, and has 
recently received an Award of Excellence in the 
Fourth Annual Timberform Design Awards com- 
petition. 

A number of projects executed by Patricia 
Schiffelbein, AIA, and Oppenheimer, Brady & 
Vogelstein involve soliciting community input 
throughout the design stage, resulting in a prod- 
uct unique to that group. The Lafayette Gardens 
project exemplifies this approach in that exten- 
sive discussions with the tenants council pro- 
duced a new walkway system, play areas, 
landscaping and lighting for the community. 
The 1300 person community also will have a 
new $.8 M community center which was de- 
signed with tenant participation. 
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Paul Barkley Named Development Volunteer of the Year — 


Joins Seven Other Virginians 


Paul Н. Barkley, AIA, was recognized recently 
as a "volunteer of the year" in economic and 
industrial development. The award was made to 
Barkley and seven other Virginians by the 
Southern Industrial Development Council (SIDC) 
at the quarterly seminar of the Virginia Division 
of Industrial Development held in Richmond, 
September 29, 1982. 

Barkley, principal in the Falls Church firm of 
Barkley, Pierce & O'Malley, P.C., was cited for 
his efforts in locating two national trade organi- 
zations in the city of Falls Church; The National- 
American Wholesale Grocers' Association, mov- 
ing to the city last summer from New York City, 
and the National Association of Plumbing Heat- 
ing Cooling Contractors which will break ground 
early next year. 

Barkley began practicing architecture in Falls 
Church in 1965. "From that point on, I've been 
involved in promoting business development 
and revitalization from a planning and architec- 


tural as well as an economic development 
standpoint," he says. He has been an officer of 
the Greater Falls Church Chamber of Commerce 
and has served on the Falls Church Business 
and Professional Development Commission 
since its inception in 1975. 

Barkley's leadership on the Commission has 
been a major force behind the city's establishing 
both the Office of Business Development in 1978 
and the Falls Church Industrial Development 
Commission in 1981. The city's annual Business 
Commendation Award Program also resulted 
from his initiatives. 

In his economic development efforts, Barkley 
has stressed cooperation between residents 
and business concerns, and a concerted ap- 
proach to Falls Church planning. "I've tried to 
show that you don't need high density in the 
city, that you can go out and attractlow density 
business to maintain the village-like atmosphere 
desired in Falls Church," Barkley concludes. 
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Corrections: 


Delmar L. Dayton, Jr., AIA, who was one of 
the New Members named in the July/August 
issue (page 9), has asked us to correct his 
place of employment. The identification which 
ran with his photograph at that time should 
have read: 

DELMAR L. DAYTON, JR., AIA 
City Architect for the 

City of Richmond 

James River Chapter 


* ЖЖЖЖ 


In the coverage of the Tidewater Community 
College Technical Center Renovation, pres- 
ented by Shriver & Holland Associates in the 
September/October issue (page 20), the name 
of the Electrical Engineer, supplied to us, was 
inadvertantly omitted. 

The bold-face credits which ran with the 
article should have included: Electrical Engineer 
Chandler & Gibson. Our apologies for our error. 


* * * * * 


The Old Post Office Building Historic Resto- 
ration project in Washington, D. C., was incor- 
rectly credited solely to MMM Design Group in 
September /October the issue (pages 38-39), 
with 3 additional firms listed as consulting 
architects. The correct listing of the architect 
is: MMM Design Group, Arthur Cotton Moore Asso- 
ciates, Stewart Daniel Hoban Associates, and Asso- 
clated Space Designe in Joint Venture-Architects. 
We apologize for the error. 


Phone 293-9188 
Charlottesville, Va. 


Founded 1878 


STOCK MILLWORK ARCHITECTURAL MILLWORK LUMBER 


RLINGTON WOODWORKING 
& LuMBER Co, INc. 
893-4770 


1560 Sprinc Hitt Roap 
McLean, Va. 22101 


LARRY J. REARICK 


James W. Tabor & Son, Inc. 


ELECTRICAL CONTRACTORS 
St. Reg. *14580 


COMMERCIAL —INDUSTRIAL 


760 OAK GROVE ROAD 


CHESAPEAKE, VA. 23320 (804) 547-9144 


ARCHITECTURAL 
PHOTOGRAPHY 


— gqUD!O 


gd o == 
741-0225 


1703 RAINTREE DRIVE 
RICHMOND, VIRGINIA 23229 


WINNER OF THE 
"BEST ARCHITECTURAL PHOTOGRAPHY" 
AWARD 
VIRGINIA PROFESSIONAL PHOTOGRAPHERS ASSOCIATION 
1976, 1977, 1978, 1980, 1981 
COURT OF HONOR 1979 
GRAND COMMERCIAL AWARD 1982 
BEST ARCHITECTURAL PHOTOGRAPHY AWARD 
SOUTHERN U.S. COMPETITION 
1980, 1982 


KORA & WILLIAMS CORPORATION 


General Contractors 
12137 Nebel Street, Rockville, Maryland, 20852 
301/770-6132 


WACO LADDER & SCAFFOLDING CO., INC. 
MANUFACTURERS & DISTRIBUTORS OF A COMPLETE LINE 
ONE STOP SOURCE FOR CLIMBING EQUIPMENT 


“THE LADDER Steel and Aluminum Sectional Scaffolding ® Fastube, Galvanized Steel and 

KING” Aluminum Tube & Clamp Scaffolding ® Power Climber and Hilo Motorized 

Suspended Scaffold e Rolling and Stairway Scaffolds е Personnel Lift/ 

Work Platforms е Wood, Aluminum and Fiberglass Ladders е Masonry 

Saws & Blades е Mortar & Concrete Mixers е Mortar, Concrete & Plaster 
Pumps * Mudjacking Equipment 


У (301) 937-8300 
à IN VIRGINIA (800) 638-7079 
P.O. BOX 126, 4315 41st. ST., BRENTWOOD, MARYLAND 20722 
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Burglars usually enter through broken windows. Windows glazed 
with General Electric Company's LEXAN sheet are guaranteed - 
against breakage* LEXAN sheet, the world's toughest glazing material 
is UL listed burglary-resisting. It is widely used in windows where 
safety and/or security are important. 


In schools, banks, retail stores, office buildings, factories and many 
other structures across the country, LEXAN sheet protects people and 
property beautifully. And provides better insulation than glass. 


To !earn more about the amazing glazing that bars burglars, 
call us today. 


UNDERWRITERS 
CPSC LABORATORIES 
16 CFR 1201 I. II 


LEXAN” sheet 
complies with both 
Category | and Category И 
requirements. Defined in 
the Safety Standard on 


Archi ur ДА 

Matenas sued by da LISTED BURGLARY 

U S Consumer Product RESISTING 
LEXAN: GLAZING 


Safety Commission 


® Registered trademark of General Electric Company 


Binswanger 
Glass 
Company 


A National Gypsum Company 


VIRGINIA LOCATIONS: 


Richmond, Norfolk, Newport News, 
Virginia Beach, Chesapeake 


Photos of some of the highlights of the Virginia Society of Architects’ Annual 
Meeting, September 16-18, 1982, at Virginia Beach. Clockwise, beginning in 
upper left corner: Bud Lindsay, Executive Director of The Virginia Chapter (later 
Society) from 1970 to 1980, accepts Honorary Membership from Donald L. 
Strange-Boston, AIA, President; (inset) Attendees listen intently and take notes 
at one of six educational seminars offered; Edward G. Carson, ASLA, makes 
acceptance speech as recipient of the Society's Allied Professions Award. 
Seated to his right is Lon Overton, AIA, President of the Mid-Atlantic Regional 
Council of the AIA; More seminar participants; Newcomers and "old timers" 
alike enjoy the sumptuous meal at the annual Awards Dinner; Dr. Joseph 
Maclnnis, featured speaker at the dinner, pauses after making an important 
point in his presentation on the oceans; Attendees look over the products in one 
of the 69 supplier exhibits in the exhibition hall; Robert Welton Stewart, AIA, 
receives his citation as one of the three recipients of the Distinguished Service 
Award (other recipients were James M. Glave, AIA, and Robert E. Washington, 


SAIA ANNUAL MEETING 


AIA); "The Band Plays On" aboard the tour boat "Carrie B," site of Thursday 
evening's informal party; Past President John Marfleet, AIA, Mrs. Marfleet, and 
President-Elect G. Revell Michael, AIA, are already partying aboard the Virginia 
Beach trolley on the way to the harbor cruise; Convention Chairman Michel G. 
Ashe, AIA, and his wife Marilyn (Executive Secretary of the Tidewater Chapter) 
manage to find a moment alone "aboard ship"; Students from Hampton Insti- 
tute's Department of Architecture join architects and exhibitors in gazing at one 
ofthe sights along the tour's route; Food aboard the boat was plentiful; William 
Morgan, FAIA, one of the jurors in the Design Awards Competition, comments on 
the merits of the winning projects (Steven Izenour, another of the jurors, is 
seated at right) see related story on page 13; Ed Pawlowski accepts Honor 
Award certificate on behalf of Dewberry & Davis from Design Awards Committee 
Vice-Chairman (and Hampton Institute Architecture Department Chairman) 
John Spencer, AIA; and William Е. Vosbeck, FAIA, accepts the Virginia Masonry 
Council Award on behalf of VVKR from VMC Executive Director Dick Maley. 


b. M. Martin, Ine. 


CHARLOTTESVILLE, VA. 


Roofing and Sheet Metal 


Contractors 


AIR CONDITIONING 
CONSTRUCTION 


HEATING— VENTILATING 


Phone 293-8177 


GENERAL CONTRACTING 
4085 University Drive 821 Albemarle 


Post Office Вох 232 P. O. Box 749 Charlottesville, Va. 
Fairfax, Virginia 22030 


Established 1950 


Over 30 Years Serving Virginia 
С.Е. HARDY 


Communications, (ас. | Peiléimg Corporation 


Specialists in 
Industrial, Police, Fire, FM, 


General Contractors 
St. Reg. #12359 


Two-Way Radio 
Communication Specializing in 


Interior Store Construction 


Consultants 


Arlington & Vicinity Va. Area Toll-Free 
Dial 703-671-9300 800-572-2488 2468 Pleasure House Rd. Phone 804-464-5666 


or write HM 
2701 South Nelson St. Virginia Beach, Va. 


Arlington, Virginia 22206 
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VIRGINIA SOCIETY ATA 
1982 BIENNIAL DESIGN AWARDS 


THE JURORS: 


James ingo Freed, FAIA, has been associated with I.M. Pei & 
Partners, New York City, for twenty-six years and a Partner 
since 1980. A former dean and professor at I.I. T.'s College of 
Architecture, Planning & Design, he has also been an 
instructor of design at Cooper Union, and a visiting critic 
and juror at Cornell, Columbia, Yale and Pratt Institute. 

Mr. Freed's extensive extra-academic jury experience has 
ranged from the R.S. Reynolds Memorial Award for Excel- 


Steve Izenour, an Associate with the firm of Venturi, Rauch 
and Scott Brown, has also been a teacher of architecture 
since 1968 at Yale and Drexel, and from 1972 at the Univer- 
sity of Pennsylvania. Between 1977 and 1981 he has been a 
visiting critic and lecturer at McGill, York University and 
Nova Scotia Technical College in Canada, Rice University 
and the University of Texas at Austin, Boston University, 
University of North Carolina, and the University of Mara- 
caibo in Venezuela. 

At Venturi, Rauch and Scott Brown, in addition to his work 
in architectural and urban design. Mr. Izenour is responsi- 
ble for directing the firm's work in theatre and audio-visual 


William Morgan, FAIA, is a principal in the firm which he 
established in 1961 at Jacksonville, Florida, and which 
bears his name. He has served as visiting critic and lecturer 
at his alma mater, Harvard, and the Boston Architectural 
Center, Tulane University, the University of Wisonsin, Vir- 
ginia Polytechnic Institute, the Walker Art Institute, and 
others. In addition, he has chaired the Committee on Design 
ofthe American Institute of Architects and has been a juror 
for the AIA Honor Awards, the AIA Institute Honors Pro- 
gram, the Reynolds Memorial Award, Homes for Better 
Living, illuminating Engineering Society of North America, 
and other national and regional design awards programs. 
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lence in Architecture, 1975, through a P.A. Design Awards 
Jury, 1981, to the "Humanism Rediscovered" exhibit of art 
and architecture at New York's New School this past 
March. 

Of the many projects in the Pei office with which Mr. Freed 
has been closely associated, the most recent are the build- 
ings at 88 Pine Street, 499 Park Avenue, and the N.Y. Exhibi- 
tion and Convention Center currently under construction. 


facilities, exhibition and graphic design. In the firm's plan- 
ning work he has also been responsible for developing 
design guidelines for historic districts in small town and 
inner-city neighborhoods. A number of the projects with 
which Mr. Izenour has been principally associated have 
received both public recognition and awards. 

Mr. Izenour is perhaps best recognized outside of the pro- 
fession for his research and analysis of commercial strip 
architecture, begun at Yale in 1968, which culminated in 
M.I.T.'s 1972 publication, Learning from Las Vegas. written 
in collaboration with Robert Venturi and Denise Scott 
Brown. 


Hardly a year has passed since 1964 that Mr. Morgan and 
his firm have not received regional and/or national recog- 
nition and awards for their work which has also appeared 
in a large number of publications here and abroad. His most 
recent 1981 Honor Award for the United States Courthouse 
at Fort Lauderdale is an eloquent and on-going testimony 
to his skills as an architect. 

In 1980 the MIT Press published Prehistoric Architecture in 
the Eastern United States, Mr. Morgan's pioneering study 
of a 3,700-year evolution in architectural design. For the 
last number of years he has been particularly closely iden- 
tified with innovative earth-sheltered housing design. 
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HONOR AWARD 


One University Plaza, Fairfax 
Walter F. Roberts, Jr., AIA Architect 


HONOR AWARD 

The George Washington University 
Academic Center, Washington, DC 
VVKR Incorporated - Architect 


HONOR AWARD 

230 North Boundary Street 
Multi-Family Residence, Williamsburg 
The Architectural Practice of 

Robert A. Magoon, Jr. 


Complete coverage of the Honor Award winning 230 North Boundary Street projectcan be found on page 26 of this issue. Roanoke County/Salem Jail, 
the Virginia Masonry Council Award winner, was our March-April 1982 cover story. 
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HONOR AWARD 


Private Residence 
Greene County 
James William Ritter, AIA, Architect 


HONOR AWARD 


Keith Residence Addition & Renovation 
Fairfax 
Dewberry & Davis - Architect 


HONOR AWARD 


Fullerton Industrial Park, Warehouse 4 
Springfield 
Kerns Group Architects 


The remaining Honor Award winning projects will be published in VIRGINIA RECORD over the course of the next year. 


to tell the Virginia Story NOVEMBER-DECEMBER 1982 


15 


HONOR AWARD 

Huntington Community Center 
Fairfax County 

Abrash, Eddy & Eckhardt - Architects 


HONOR AWARD 
, Brookstown Mill 
Winston-Salem, NC 
Glave Newman Anderson & Associates, Inc. - Architect 


VIRGINIA MASONRY COUNCIL AWARD 


HONORABLE MENTION 


Woolen Mills Solar Group 
Charlottesville 

Browne, Eichman & Dalgliesh 
Architect 


Randolph Boys Club 
Richmond 

Fraher & Harrison 
Architect 


Sts. Constantine & Helen 


Greek Orthodox Church 
WINNER Newport News 
Roanoke County/Salem Jail Forrest Coile Associates, P.C. 
Salem Architect 


VVKR Incorporated — Roanoke 
Architect 


Amelia/Nottoway 

Vocational Center 

Nottoway County 
Moseley-Hening Associates, Inc. 
Architect 
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IGN AWARD 


ARCHITECT: VVKR, Inc. — Roanoke, Virginia 


PRO ECT E : 5 Roanoke County/Salem Jail 


COUNCIL 
, Virginia 23230 
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MARK ALTON BRAGG, Associate 
With Baskervill & Son, Richmond 
Graduate of VPI & SU 
James River Chapter 


DONALD R. CHANDLER, AIA 
Has own firm in McLean 
Nothern Virginia Chapter 


JAMES N. COPLELAND, AIA 

With Moseley-Hening Associates, Inc., 
Richmond 

Graduate of VPI & SU 

James River Chapter 


EVERETT ALLAN FAIRLAMB, Ill, Associate 
With Baskervill & Son, Richmond 
Graduate of University of Virginia 

James River Chapter 


ROBERT D. GREENBERG, AIA 

With Gordon & Greenberg, Inc., 
Alexandria 

Graduate of University of Cincinnati 
Northern Virginia Chapter 
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R. F. HAYNIE, AIA 
With SWA Partnership, Richmond 
James River Chapter 


EDWARD G. LAZARON, AIA 
Tidewater Chapter 


ROBERT E. PARKER, AIA 
With Shriver & Holland Associates, 
Norfolk 

Tidewater Chapter 


THOMAS G. TINGLE, Associate 
With MMM Design Group, Norfolk 
Graduate of VPI & SU 

Tidewater Chapter 
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JOHN F. LAUGHTON, AIA 

With RWK International, P.C., McLean 
Graduate of University of Illinois 
Northern Virginia Chapter 


MASSOUD MEHRESPAND, Associate 
With Yarozan Harthonia Architect, 
Falls Church 

Northern Virginia Chapter 


JOSEPH J. STRAUSS, AIA 

With Lamers * Gershon Associates, Reston 
Graduate of University of Cincinnati 
Northern Virginia Chapter 


ROBERT L. YODER, AIA 
Tidewater Chapter 
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|. C. Heath Rooting, Inc. 


Roofing Contractors 


COMMERCIAL — INDUSTRIAL 
JOHNS MANVILLE MATERIALS 
CARLISLE ROOF SYSTEMS 


Phone 804-244-0506 
Newport News, Va. 23605 


1023 48th St. 


Skyline Paint & Hardware, Inc. 


Distributor of 
MASURY PAINT 


Phone 703-343-4426 


1259 Williamson Rd., SE, Roanoke, Va. 


Howard E. Marquart & Co. 


Building Specialties 


Call or Write 
Phone 804-622-6914 
NORFOLK, VA. 23510 


304 E. Plume St. 


EXPOSAIC INDUSTRIES, INC. 


Va. St. Reg. #10029 


Manufacture and Installation 
of 


Architectural Precast Concrete Panels 


P. O. BOX 7067, FREDERICKSBURG, VA 22404 
(703) 898-1221 
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RONALD F. WILSON 
PRESIDENT 


LARRY BUCK, VICE-PRESIDENT 
MIKE WILSON, TREASURER 


RONCO 
MECHANICAL CONTRACTORS, INC. 


8916 SIMPSON LANE * CLINTON, MARYLAND 20735 
PHONE: (301) 868-6220 


JOANN ROTEGARD 
ACCOUNTING 


SCOTT WILSON 
PURCHASING AGENT 


Minemaiona ine 


Construction Management е General Contracting 
Industrial Contracting 
Production Mechanical Installations 


MAIN OFFICE: 5720 Bayside Road, Virginia Beach, Va. 23455 
Telephone 804-460-1800 


PEL-BERN ELECTRIC 
INC. 


Industrial - Commercial 


Phone 301-340-1040 


640 Lofstrand Lane Rockville, Md. 


Acoustical Services Inc. 
Lath & Plaster Dry Wall 


Spray Fireproofing Ceilings Resilient Flooring 


Phone 703-387-0241 


P.O. Box 963 Salem, Virginia 


J. W. Enochs, Inc. 


Phone 458-6338 
HOPEWELL, VIRGINIA 
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ACCESS FOR THE DISABLED 


A Contribution to Excellence in Design 
By A. Stanley McGaughan, FAIA 


For a number of year (1969 to 1978), buildings 
selected to receive AIA Honor Awards were 
entered in an additional awards program. Those 
demonstrating attention to the access require- 
ments for handicapped individuals received an 
additional honor, the Bartlett Award, named in 
honor of Senator E. L. Bartlett, of Alaska who 
sponsored the Architectural Barriers Act of 
1968, Public Law 90-480. One of the principal 
reasons for termination of this special awards 
program was the feeling that accumulated legis- 
lation, codes and regulations had by 1978 made 
access for the handicapped a mandatory re- 
quirement for most buildings. An obvious ques- 
tion: Should any building used by the public 
receive an AIA Honors Award if it did not pro- 
vide a barrier-free environment for the handi- 
capped? 

While | do not argue that such access should 
be a requirement for all buildings regardless of 
use or type, | do believe that architecture of 
excellence must satisfy all intended uses and 
respond to the needs of all users including the 


This article is presented under the auspices of the Natural 
and Built Environment Committee of the Virginia Society, AIA. 

Mr. McGaughan was for over 30 years an active partner in 
the firm of McGaughan and Johnson, Architects, Р.С. In 1980 
he joined the staff of Gallaudet College where he is responsi- 
ble for facilities design and heads the Environmental Design 
Center for the Deaf. 


The Hutter Corp. 
Wholesale Lumber 


Phone 804-847-5588 
Lynchburg, Virginia 24501 
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estimated 10% of people who have either tem- 
porary or permanent disabilities. 

The American Institute of Architects has been 
responsible in an important way for the in- 
creased recognition of access requirements. It 
was ап AIA sponsored conference that led to the 
creation of the first American National Stand- 
ards Institute's standard for accessibility (ANSI 
A117.11961). Thatdocument, considered a major 
and revolutionary achievement for its time, was 
replaced in 1980 by the expanded and revised 
ANSI A117.1, 1980. This revised ANSI Standard 
now provides design guidance for architects 
and, it is hoped, a uniform basis for the codes 
and guidelines adopted by regulatory bodies. 

I served as the AIA representative on the ANSI 
review committee throughout the development 
of the revised edition (a period of morethan five 
years) and can attest to the serious dedicated 
efforts of the more than 55 organizations that 
participated in the consensus process essential 
to the creation of an ANSI standard. During the 
process there were frequent requests from 
architects and others for the creation of a per- 
formance standard rather than a prescriptive 
standard and an equal demand for more specific 
numbers particularly those relating to the 
number of accessible facilities (water closet, 
lavatories, ramps, etc.) mandatory in buildings 
of various use types. ANSI administrative rules 
recognize that a standard cannot be mandatory 
in itself but becomes mandatory as its applica- 


3712 Bainbridge Boulevard 
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Webstee Elevatoe Company 


EDMUND B. WEBSTER, JR., President 
Sales — Service 


Dial 543-1689 


tion and scope is established by building codes 
and the rules of regulatory bodies. The standard 
does specify that there shall be “at least one and 
a reasonable number" of each of the specific 
accessible features or elements described. To 
require less than one would not meet the test of 
reasonableness and to specify a larger number 
involves judgements concerning application or 
scope that are properly within the province of 
regulatory bodies. 

The standard does provide specific dimen- 
sions and other minimum requirements for each 
accessible feature. To this extent it is prescrip- 
tive. However, itis importantforthe designer to 
understand the basis,for the specifics given. For 
example, the requirements for accessible ramps 
are a maximum slope of 1 їо 12 for a maximum 
run of 30 feet and a maximum slope of 1 to 16 for 
a run of 40 feet. These figures are prescriptive 
but are based on the performance abilities of the 
wheelchair users included in the sample tested 
during the research conducted at Syracuse Uni- 
versity, on which much of the standard is based. 
This research reflected the effect of fatigue on 
the ability of wheelchair users to travel fixed 
distances on ramps of various slopes. It is 
important to understand that among those 
tested, the group that could not make it up a 
40-foot ramp included an important number who 
could handle only short ramps of much lower 
slopes. People using manually operated wheel- 
chairs range from the wheelchair athlete with 


Chesapeake, Va. 
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two strong arms to the person with limited use 
of the fingers of one hand. It takes little imagina- 
tion for the designer to know that a flat hard 
surface provides the easiest accessible path for 
the wheelchair. The application of the standards 
in ANSI A117.1 should not be regarded as pro- 
viding barrier-free access for all people regard- 
less of their handicap but only for the "statisti- 
cal" person identified through the completed 
research. By developing an understanding of 
the basis for the standards, the designer will 
know when less or more than the specified 
requirements will result in access for the great- 
est number of people and in improved architec- 
ture. 

After treating for many years with the prob- 
lems of design for accessibility, | continue to be 
impressed with the condition that barrier-free 
design generally results in better buildings for 
all people, including those not classed as dis- 
abled. Since joining the design staff at Gallaudet 
College, the world's only accredited liberal arts 
college for the hearing impaired, | have been 
able to give attention to communication barriers 
experienced by both the deaf and blind. Here, 
more than ever, | have found that designing for 
elimination of architectural barriers (in this 
case communication barriers) results in better 
architecture for all. 

ANSI A117.1 and other guidelines and codes 
relating to access for the disabled, stress provi- 
sions for the mobility impaired. That the wheel- 
chair is used internationally as a symbol of 
access reflects this conditions.’ ANSI does spec- 
ify visual and audible emergency alarms and 
auxiliary visual alarms in accessible sleeping 
accommodations. The standard also mentions 
telephone volume controls, and telephone re- 
ceivers that generate a magnetic field in the 
area of the receiver cap, and are thus compati- 
ble with modern hearing aids. The need for 
amplification and listening systems for use in 
places of assembly is also mentioned. These 
equipment requirements provide a special check 
list for the architect. However, a better under- 
standing of the nature of communication barri- 
ers is essential to the shaping of a building that 
will respond to the needs of the hearing impaired 
and the hearing alike. 

Hearing impaired people depend largely on 
their eyes to receive information. Whether com- 
munication is by the oral method, relying on lip 
movement and facial expression or the manual 
method using finger spelling and signing, clear 
sight lines and proper lighting are a must. 
Rooms must be planned and furniture arranged 
to avoid back lighting which places a speaker's 
face іп shadow. Think how uncomfortable it is to 
listen or talk with someone who appears as a 
silhouette in front of a brightly sunlit window. 

Both natural and artificial light must be care- 
fully controlled to avoid shadows and veiling 
glare. While a hearing person can receive infor- 
mation from an unseen voice (sound can travel 
around corners and be transmitted electroni- 
cally), it is usually more informative and cer- 


tainly more comfortable and enjoyable when we 
can see the speaker and gain the clarifying 
impact of eye to eye contact, facial expressions 
and body language. Of course, the design 
standards desired by the hearing and the hear- 
ing impaired are not always identical. For 
example, the Gallaudet student rathskeller now 
named the Abbey in Architect Chloethiel Smith's 
remodeled student union building has the high- 
est level of illumination of any equivalent room | 
have seen. It is just fine as a meeting place for 
the deaf group using manual communication. 
While | prefer a lower light level and more inti- 
mate surroundings, | resent having to use a 
flashlight to read a dinner menu and do enjoy 
maintaining eye contact with my dinner partner. 

For those with less severe hearing loss, 
enhancement of residual hearing can be an 
important supplement to visual communication. 
Attention to acoustic design is of prime impor- 
tance. Elimination of unwanted sounds (i.e. noise) 
requires serious design attention. Barriers to 
reduce transmission of unwanted sound, as well 
as acoustic treatment to reduce reverberation 
can materially clarify reception of audible sig- 
nals particularly for those who use hearing aids. 
That theories controlling the design of educa- 
tional facilities respond to experience and 
change for the better is evidenced by observa- 
tions in one classroom at Gallaudet. The room 
was built at a time when professional literature 
was filled with recommendations concerning 
the use of low maintenance materials in school 
construction. The ceiling is precast concrete, 
the walls are glass and masonry, with the usual 
areas of chalk boards and the floor is terrazzo. 
Thereverberation in this spaceis such that most 
students turn off their hearing aids upon enter- 
ing. The room is now receiving acoustic treat- 
ment to assure that the space can function as an 
effective educational facility. We all have 
accustomed ourselves to living with varying 
degrees of acoustic turmoil in everyday life. For 
some of the hearing impaired it is much more 
difficult to adjust to such an environment. Cer- 
tainly architecture of quality should contribute 
the reduction of noise pollution. 

Clear readable and informative signage is an 
important architectural element. It can be used 
to enrich the interior environment. But please, 
no affectations such as lines of small type 
arranged vertically to provide graphic accents 
rather than to convey information. In this 
society, we generally read from left to right. The 
ANSI standard describes raised tactile signage 
suitable for the blind. Clear, sans-serif letters of 
an open architectural style and of appropriate 
scale and stroke placed against contrasting 
backgrounds are specified. Not a bad beginning 
as criteria for this interior design element. 

Judging from correspondence received at Gal- 
laudet, there are many questions concerning 
compliance with the ANSI standards' require- 
ment for both visual and audible emergency 
alarms. At Gallaudet, a deaf community, smoke 
detectors and high intensity flashing lights 


(strobes) are provided in all habitable spaces, 
including all dormitory rooms and all public 
toilets. The smoke detectors report to the build- 
ing alarm system which in turn activates the 
strobe flashers and alarm bells throughout the 
building. Alarm systems are hard wired, that is 
they are permanent built-in features in each 
building. ANSI also suggests that accessible 
sleeping quarters may be equipped with a 
standard 110 volt electric outlet to which visual 
alarms may be connected. This alternative type 
equipment uses the house wiring to communi- 
cate between the building alarm system and 
flashing signals. It is particularly useful where 
occupancy by hearing impaired people is tem- 
porary or shifting. A wide variety of emergency 
alarms, smoke detectors and convenience sig- 
nals of the portable plug-in type are available. 

The importance of the ANSI standards' re- 
quirement that visual alarms be connected to 
the building alarm system should not be over- 
looked. There are devices of limited usefulness 
which combine a smoke detector and a flashing 
light in a single directly connected unit. The deaf 
occupant of an apartment, motel unit or place of 
work requires a signal to tell him of an emer- 
gency at any location in the building not just in 
his own occupied space.’ 


Available plug-in type convenience signals 
include flashing light "doorbells," telephone 
flashers, "baby cries" for installation in the 
nursery and designed to activate flashing lights 
in other parts of the house to alert the deaf 
parents, and similar equipment. As the baby cry 
unit responds to sound, itis capable of adaption 
to a variety of uses. A small portable plug-in 
telephone flasher is available that may be 
placed at or near the telephone. It "hears" the 
phone ring and continues flashing until the ring- 
ing stops. Other types may be permanently con- 
nected to the phone. Some hearing impaired 
people may be able to communicate by phone 
with the assistance of a hearing aid and a com- 
patible telephone receiver. The profoundly deaf 
require a TDD (Telephonic Device for the Deaf) 
for telephone communication with another TDD. 
The growing popularity of home computers and 
ther availabity of TDD's that can communicate 
with computers promises additional possibili- 
ties for long distance communication by the 
hearing impaired. 

Performance experience continues to demon- 
strate that with few exceptions, design features 
responding to the needs of the disabled, con- 
tribute comfort, safety and utility to the non- 
handicapped as well. By developing an under- 
standing of the underlying reasons for specific 
access requirements, architects can shape 
buildings to reduce the exceptions and establish 
access as an inherent quality of good design. 
Attention to the control of communication barri- 
ers offers particularly rich opportunities in this 
regard. The search for a barrier-free environ- 
ment can be a positive force toward improve- 
ment in design quality. 


a s s nun MN NEM Ene Ta 
1. The detailed findings of this research are recorded in six reports, four of which are available from HUD User, P. 0. Box 280, Germantown, Maryland 20767 and the remaining 
two from the superintendent of Documents, U. S. Government Printing Office, Washington, D. C. 20402. 


2. A new international symbol to designate barrier-free facilities for the hearing impaire 
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d was adopted in 1980 and should be used to identify such facilities. 


Founded 1878 


RELEVANT 
REFLECTIONS 


How To Win Design Awards 


| recently had the opportunity to be a jury 
member reviewing an AIA components first 
annual design awards competition. Because it 
was a first-time competition, the requirements 
were kept to a minimum. Presentation could be 
in any format. A project statement was to be 
included. And all identification was to be 
masked. Awards were to be given in three cate- 
gories: completed projects, proposed projects, 
and interiors. Any number of awards or honor- 
able mentions could be named. 

There were 35 entries. Three award winners. 
And two honorable mentions. Not bad, one out 
of seven recognized. 

When the big time architectural mags have 
their design awards issues, always the most 
interesting parts are not the plans, not the pho- 
tos — but the jury comments. 

| thought you might like some insight into 
what a jury really does — and sometips onhow 
to win design awards. 

First of all, the jury must always have an odd 
number of members. We had five. It makes it 
easier to resolve disputes when three can gang 
up on two. Membership оп the jury must include: 
a writer, several practicing professionals, some- 
one from Academe (a town east of Akron), and a 
social activist type person. Preferably there will 
be one woman. Since there are few women wri- 
ters, practicing professionals (architects, that 
is), or representatives from Academe, the 
woman is usually the social activist type per- 
son. (She's petite, but a real power-packed 
dynamo and has a penchant for wearing rather 
large turquoise jewelry.) 

Tip #1: Know the Jury. That is, know that the 
jury will be made up of people like this. 
Social activists will fight for downtown 
renewal projects. Academicians appreciate 
polemical designs. Practicing professionals 
like built projects. Writers appreciate correct 
spelling — and for the word accom(m)odate 
to be used less than 50 times in a three- 
paragraph project statement. 

The reviews were completed in one afternoon 
of screening. No guidelines were given to the 
jury. We had to wing it. Our process for selecting 
the award winners was, as individuals, to view 
each of the submissions, noting which deserved 
further consideration. Next, as a group, we 
reviewed each project. Those that had received 
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by Ralph Snell, AIA 


at least two votes for further consideration went 
on to the next stage; those that didn't were 
removed from the room. At this point the origi- 
nal 35 were reduced to approximately 25. Each 
was individually studied and discussed again. 
The process was repeated. Repeatedly. 
Tip 42: Catch Someone's Eye. You have only 
a few moments, in that initial go-around, to 
spark someone's imagination. Only on sub- 
mission sailed through from beginning to 
end receiving five votes each time. (It did 
become one of the award winners.) But one 
of the submissions — that had only been 
mildly endorsed by two jurors for further 
study at the first go-around — eventually 
won a prize. All juries work by a process of 
elimination — their job is necessarily more 
negative than positive — only a few can win 
— so most must be eliminated. 
Architects are either insubordinate or illiter- 
ate. Submission requirements were kept to a 
minimum level that many didn't reach. Project 


statements were notably lacking in information. 

Or lacking. Period. Few included a description of 

the site. No one mentioned cost. 
Tip #3: Follow the Rules. If the rules ask for a 
certain amount of information, provide it. 
Entries can only be judged on what's pres- 
ented. Tell the story. Give the salient points. 
Was it built for $35 a square foot. Say it. It 
matters. 

There were no format requirements. We got 
blueprints. We got models. Slide shows. Tracing 
paper. We resolved, early on, that we could not 
— indeed, should not — judge presentations, 
only content. We all convinced ourselves that 
we were following that rule. Butthe five winning 
submissions all had something in common — all 
were presented in color. 

Tip #4: Give It Your Best Shot. Juries want to 
be romanced, seduced, taken on watercolor 
flights of fancy. Indulge them. Present your 
entry well. If color is allowed, use it. If pho- 
tographs are required, get professional- 
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WATSON ELECTRICAL 
CONSTRUCTION CO. 


Electrical Contractors 
Va. St. Reg. #5765 „5 


Р. О. Вох 3105 Wilson, NC 27893 4 
Telephone: 919/237-7511 B 


M. P. BARDEN & SONS, INC. 


PAINTING — PAPERING — DECORATING 


Telephone 794-3334 
11201 Midlothian Turnpike 


P. O. Box 8982 
Richmond, Virginia 23235 


Snow Lumber Company, Inc. 
Phone (919) 882-3394 


P.O. Box 530 
High Point, North Carolina 27261 


Worsham Sprinkler Co., Inc. 


FiRE PROTECTION 
SYSTEMS 


SALES & COMPLETE SERVICE 


Phone 804-798-3381 


313 S. Richardson Rd. Ashland, Va. 23005 


THE LIGHT HOUSE IN VIRGINIA IS 


WILLIAM T. BUCKNER, JR. COMPANY 
MANUFACTURERS' REPRESENTATIVES 


INDOOR AND OUTDOOR 
COMMERCIAL AND INDUSTRIAL LIGHTING 
Design Ideas Today for a Better Tomorrow 


HAMER K. SPENCER 

505 Riverside Dr. 

Portsmouth, Va. 23707 
| el: (804) 397-1501 


WILLIAM T. BUCKNER, JR. 
Rt. 1, Box 541 

Hanover, Va. 23069 

Tel: (804) 746-9874 


RICK B. FUNDERBURKE 
P. 0. Box 4146 
Roanoke, Va. 24015 
Tel: (703) 989-0931 
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quality ones. Not snapshots. Learn to crop. 
Hold a branch in front of the lens to get some 
foreground. Surrounded by pavement? Hose 
it down first. Look at magazine ads. Youcan 
lie with photographs almost as well as with 
perspectives. One jazzy photo can get you 
published. 

Juries select projects deserving award by 
having a majority of the individual jurors agree. 
Thus, not the best designs are necessarily 
selected — just those that appeal to the greatest 
number of jurors; in other words, those that 
reach the lowest common denominator. The 
eminently, supremely, exceptionally average 
ones. 

Tip #5: Mainline. Go contemporary. The very 
avant-garde has little chance. Neither does 
the phony period piece. 
Projects that were not submitted received no 
awards. 

Tip #6: Submit. 

Of the five winners, four were residential 
projects. 

Tip #7: Submit Houses. 

Of the five winners, four were proposed proj- 
ects. Unbuilt. The jury tortured over this. We felt 
we had to give an award to at least one built 
project. It's sad enough commentary — do proj- 
ects of design award caliber get built some other 
way? Or built at all? 


Battery Park 
Contractors, Inc. 


Mechanical Contractors 
Commercial — Industrial 
St. Reg. #19190 


Phone 804-238-3522 


Hwy 17 — Route 1, Box 444 
Carrollton, Va. 23314 


Walker & Laberge 
Inc. 


Glazing Contractor 
Windows & Storefronts 


Phone 587-8701 
7613 Sewalls Point Road 
Norfolk, Va. 23513 


CHESAPEAKE 
MASONRY 
CORP. 


Masonry Contractors 
St. Reg. #5649 


с” 


708 Industry Drive 
Phone (804) 838-1682 P.O. Box 9049 
HAMPTON, VA 23670 
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TEXTURE 
TRADITION 


Who could disagree that color is an 
integral part of design? And whether 
your design calls for a wide range of 
color or a narow range of color, 
BELDEN Brick covers the spectrum. 
The largest selection of color in the 
industry, from dusty pinks to light 
orange to deep reds and blacks. Over 
200 variations of brick, including 
color, texture, and size, help to 
enhance your design ingenuity. 


Your nearest BELDEN Dealer will 
show you the facts or write us at Box 
910, Canton, Ohio 44701. 
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230 North Boundary Street 


Williamsburg 


The Architectural Practice of Robert A. Magoon, Jr. 


Developer, Jerry Shephard ® Landscape Architect, H. 
Eugene Roberts e General Contractor, CARP, Incor- 
porated e Photography, Doug Kennedy et al. 
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The architect was originally retained to reno- 
vate the existing Kinnamon family house which 
had been used as a guest house for a number of 
years. The house was located on property occu- 
pied by three-other guest houses and cottages. 
Preliminary concepts for the renovation and 
addition were developed and an investigation of 
the structural integrity of the house was started. 
The structure was determined to be unsatisfac- 
tory due to the fact that it has been severely 
damaged by rot and wood bores. The owner was 
presented with two alternatives: first, the demo- 
lition of the existing house and the building of a 
duplicate house, or second, the evaluation of the 
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entire property to determine its best use. A pre- 
liminary concept for a planned unit develop- 
ment consisting of five townhouse dwellings 
won the approval of the owner and the architect. 
Two adjoining properties were later purchased 
and the number of townhouse dwellings in- 
creased to nine. 

Itshould be noted that the structural integrity 
of all of the guest houses and cottages was 
determined to be unsatisfactory, and, that none 
of the houses were historically significant. 

Although the houses were not historically 
significant, their steep textured roof lines, 
gabled street facades — clad in white asbestos 
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shingles and horizontal beaded wood siding — 
and brick foundations surrounded by beautiful 
plant beds, had established this corner of the 
city street scape as one of the most charming 
and admired in the entire city of Williamsburg. 

Asthe architects, we also admired this corner, 
and realized in the beginning that the public 
would possibly not understand the demolition of 
the houses. Therefore a design philosophy was 
developed to surprise rather than shock resi- 
dents and visitors familiar with the corner; thus, 
230 North Boundary Street is successful. 

The philosophy was to be sensitive to the 
surrounding environment by incorporating its 
materials, forms, and scale. Materials used 
included textured cedar shingles, horizontal 
white beaded redwood siding, and old Virginia 
brick foundations and walls. Round and arched 
windows, strong fireplace forms, two-lite 
double-hung windows similar to a six over six 
lite second floor window and a six over nine lite 
first floor window, and vertical 2 x 4 screening 
and rails as if wood pickets, were the interpreta- 
tions of form. A similar scale was maintained by 
using one-story gables and two-story eaves on 
pedestrian ways with two-story gables on the 
main parking area. Also, the exclusion of auto- 
mobiles and driveways to the perimeter of the 
property permitted the creation of an intimate 
central pedestrian court. 

The architects were determined that this 
would be a contemporary design solution dem- 
onstrating a sensitivity to its surrounding envi- 
ronment, not a design to copy its surroundings. 

CARP, incorporated of Yorktown was general 
contractor and handled foundations, concrete 
work, reinforcing, masonry work, carpentry, 
structural wood and waterproofing. The owner 
chose the cabinets. 


Subcontractors & Suppliers 

Benson-Phillips Co., Inc., Williamsburg, con- 
crete supplier, masonry supplier & mortar; M. W. 
Pully, Jr., Newport News, excavating; Winn 
Nursery, Inc., Norfolk, sodding, seeding, etc., 
landscaping & landscaping contractor and exte- 
rior sprinkler contractor; Denbigh Construction 
Co., Inc., Newport News, paving contractor; Old 
Virginia Brick Co., Inc., Salem, masonry manu- 
facturer; Lamberth Lumber Co., Whitestone, mill- 
work; Jerry Marquardt, Gloucester, caulking, 
painting contractor & paint supplier; and Cedar 
Roofs of Richmond, Inc., Richmond, roofing. 

Also, Krause-Mayo, Inc. Seaford, roof/wall/ 
foundation insulation; Binswanger Glass Co., 
Newport News, glass & glazing contractor: 
Morgan Millwork Co., Newport News/Ports- 
mouth, wood doors; Andersen Corp., Bayport, 
Minnesota, windows; Lamberth Building Mate- 
rials, Whitestone, supplied Velux windows: 
Seaboard Paint & Supply Co., Inc., Newport 
News, hardware supplier; Drywall Associates, 
Inc., Hampton, gypsum board contractor: Tal- 
bert Tile Co., Newport News, ceramic tile; and 
Brunk Tile and Interiors, Inc., Newport News, 
resilient tile. 

Others were: Weaver Brothers, Inc., Newport 
News, special wood flooring; Benjamin Moore 
Paints, Newport News, paint manufacturer; 
Peninsula Heating & Air Conditioning Corp., 
Gloucester, equipment & heating/ventilating/ 
air conditioning contractor; Roady Recreation 
Systems Ltd., Newport News, swimming pool; 
Peebles Supply Corp., Newport News, plumbing 
fixture supplier & lighting fixtures/electrical 
equipment supplier; Nichols, Inc., Newport 
News, plumbing contractor; and Hall's Electric, 
Yorktown, electrical contractor. 
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Parkway Center 


Virginia Beach 


Walsh Ashe Dills Associates, Inc. — Architect 
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Owner, Parkway Associates e Landscape Architect, 
Edward G. Carson & Assoc., ASLA e Mechanical/Elec- 
trical Engineer, Old Dominion Engineering e Structur- 
al Engineer, Abiouness, Cross and Bradshaw ® Inte- 
rior Design, Walsh Ashe Dills Assoc., Inc. ® General 
Contractor, Parkway Associates e Photography, Wil- 
liam Mills. 


Program 

The program for Parkway Center called for a 
two-story, 32,000 sq. ft., speculative office 
building, to be built in phases as the initial 
development in a suburban office/industrial 
park. Construction cost was limited to $26/sq. 
ft. 


Solution 

Rectilinear volumes connected by landscaped 
atria compose each segment of the phased con- 
struction. The open atrium is the focus of each 
phase. It accommodates circulation and is visu- 
ally connected to the office spaces through full 
height glazing with operable vents. The atrium 
is covered by a series of roof monitors with 
operable glazing providing additional ventila- 
tion during the summer season. Brightly colored 
panels hung behind each monitor diffuse direct 
sunlight and enliven the atrium. 

Operable exterior glazing allows ventilation 
and the units are placed above direct sight line 
to limit views of the uninteresting surroundings. 
All exterior glazing is covered by sunscreens 
which, in addition to controlling direct sunlight, 
cast playful shadow patterns over the facade's 
flat surface. Sunscreen supports contain heat 
pump units, each sized to serve 1,000 sq. ft., the 
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basic leasing unit. Construction is steel sup- 
ported wood framing clad with white-stained 
plywood siding. Earthen berms around parking 
areas limit the visual impact of parked auto- 
mobiles. 


Parkway Associates of Virginia Beach was 

general contractor and handled seeding. 
Subcontractors & Suppliers 
(Virginia Beach firms unless noted) 

Jim Briggs, Inc., excavating, foundations & 
concrete contractor; Winn Nursery, Inc., Nor- 
folk, landscaping contractor; Contractors Pav- 
ing Co., Inc., paving contractor; Hall-Hodges, 
Co., Inc., Norfolk, reinforcing & metal doors & 
frames; Lone Star Industries, Inc., Norfolk, con- 
crete supplier; Mike Gaskins, masonry contrac- 
tor; Gee's Welding/C & M Iron Co., steel supplier; 
Trus Joist Corp., Midlothian, roof & floor joists; 
Gravely Construction Co., Inc., carpentry; 
Kempsville Building Materials, Inc., structural 
wood, wood doors & windows; Bill Stuzman, 
millwork; James Dyches, caulking & painting 
contractor; and Morton Roofing Co., Inc., Nor- 
folk, built-up roof. 

Also, Ayers Insulating & Supply Co., Inc., wall 
insulation & foundation insulation; Glass Corp., 
Norfolk, glass & glazing contractor; Seaboard 
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Building Supply Co., hardware supplier; J & P 
Drywall, gypsum board contractor; Rex L. 
Edwards & Co., Norfolk, acoustical treatment: 
Hudgins Rugs & Carpets, carpet; Glidden Paint & 
Wallcovering Store, paint supplier/manufac- 
turer; Atlantic Wall Covering Co., wall covering; 
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Dagenhart Sprinkler Co., Inc., Norfolk, sprinkler 
contractor; Brunk Mechanical Corp., Newport 
News, plumbing/heating/ventilating/air condi- 
tioning contractor; Hillegass Lighting Corp., 
Chesapeake, lighting fixtures supplier; and 
Eagle Electric Corp., electrical contractor 
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Company AREA LANDSCAPING, INC. 


Acoustical Installation AR 3 


Custom Cabinets Landscape Contractor 
Plastic Laminate 


Phone 804-461-8351 Commercial—Residential—Industrial 
1041 Georgetown Rd. 
Norfolk, Virginia 4118 OLLEY LN. 
FAIRFAX, VA. 22032 (703) 323-9123 


PUMP: SCHWING TRUCK MOUNTED CONCRETE 
e PUMP WITH PLACING BOOM 


PLAC E: FAST AND EFFICIENT METHOD FOR MULTI- 
e LEVEL AND INACCESSIBLE JOBS 


2 FINISH: село EQUIPMENT AVAILABLE FOR 
$ ALL TYPES OF FINISH WORK 


J. M. Briggs Call: Office (804) 425-5810 
1612 Va. Beach Blvd., Va. Beach, Va. 23454 Home (804) 425-6832 


OWEN STEEL COMPANY 


OF 


NORTH CAROLINA, INC. 


TELEPHONE 865-8571 
Area Code 704 


P. O. BOX 1657, GASTONIA, N. C. — 28053 


Е. Г. duPONT de NEMOURS AND COMPANY 


Dial 942-8141 DuPont Boulevard 


РАТ BTM О 


Waynesboro, Virginia 
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Dominion Office Park 


Phase Two, McLean 


Barkley Pierce O'Malley — Architects/Planners 


Cost Consultant, Robert G. Scharf & Associates, 
Inc. ® Mechanical/Electrical Engineer, Hurst & 
Associates e General Contractor, Falls Church Con- 
struction Corp. 
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Located on the site previously occupied by an 
abandoned service station in prestigious 
McLean, Dominion Office Park Phase li estab- 
lishes a firm setting on the highly visible corner 
of Whittier Avenue and Old Dominion Drive, a 
major commuter route to Washington, D.C. Until 
local developer-attorney Hal Lieding took inter- 
est in "recycling" the site, the abandoned struc- 
ture was aless than pleasing image for McLean 
and a poor welcome for home bound commuters. 
The new development, situated among an array 
of shops and restaurants is the second phase of 
an office townhouse complex of 12 units. This 
phase echoes the first phase in style, materials 
and detailing, while providing the opportunity 
for retail spaces as well. 

From the Old Dominion Drive vantage point 
one encounters the rhythmic townhouse image. 
Moving toward the entry point to the plaza a 
contemporary symmetrically-framed facade is 
seen, recalling the Georgian-style chimnied 
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gables of old. The corbelled wing-wall motif 
heightens at this entry point thus reinforcing 
this framing effect. Upon ascending the stairs 
the form of the complex becomes apparent. Four 
of the units maintain the townhouse effect 
whereas the union of two imply one unit, serving 
as an anchor for the cluster and a backdrop for 
the plaza, while in the meantime increasing 
sales/leasing flexibility. 

The six three-story units are clustered around 
araised central courtyard, traversed by a series 
of walks and splayed stairs with intertwining 
landscaping between, under and adjacent to 
them. The courtyard/plaza enhances the pedes- 
trian scale by reducing the units to two levels at 
that point while providing the needed vehicular/ 
pedestrian separation. 

Interiors of the units contain such features as 
cathedral ceilings on the top levels of most of 


(Continued on page 89) 
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Lakeside Professional Center 


Virginia Beach 


Walsh Ashe Dills Associates, Inc. — Architect 


Owners, Dr. Arnold Schwarts, M.D. and Dr. Stephen 

Schechner, M.D. e Landscape Architect, Edward G. 

Carson and Assoc. ASLA e Mechanical/Electrical 

Engineer, Old Dominion Engineering е Civil Engi- 

neer, Engineering Services, Inc. ® General Contrac- 

Ши Olsen Contractors, Inc. е Photography, Daniel C. 
118, AIA. 


Program 
The program requirements were for 4,000 sq. 


ft. medical offices, with expansion capability 
and some shared common spaces, for a derma- 
tologist and surgeon. This project is to be the 
initial development in a suburban medical office 


complex. 
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Solution 
The main facade is expressed as a long wall, 


with large punched openings housing low plant- 
ers, angled to direct visitors to the office en- 
trances at each end. The deep recess shields the 
glazed entrance corridors and office areas from 


direct sunlight. 
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Each office follows the same parti. A curbed 
glass block wall guides patients to the reception 
desk and encloses the waiting area. The glass 
end walls of each reception area are provided 
with wood brise de soleil. Examination rooms 
are color coded and are accessed from a double- 
loaded corridor which terminates in an office/ 
conference room, dominated by a large roof 
monitor. These large monitors denote each doc- 
tor's private area from the exterior, and contrast 
with the long low form of the structure, satisfy- 
ing the doctors' request for a "light-filled, airy 
feeling" office. 

A second phase is planned to the rear of the 
present building that will preserve the trees and 
open space visible from the examination rooms 
and transform it into an open court. 

The construction is standard wood frame, 
clad with a synthetic stucco finish. Lightly 
stained diagonal wood siding is used for the 
light monitors and below the ribbon windows, to 
soften the stark white forms. Water-to-air heat 
pumps provide mechanical heating and cooling. 
Natural ventilation is supplied through venting 
in the aluminum window sills. 

Olsen Contractors, Inc. of Newport News was 
general contractor and handled foundations, 
concrete work and carpentry. 

Subcontractors & Suppliers 

Virginia Beach firms were: Forrest Extermi- 
nating Service, Inc., soil poisoning; Landscape 
Assoc., Ltd., sodding, seeding, etc., landscaping 
contractor; Economy Asphalt, Inc., paving con- 
tractor; Talmadge Forrest, cabinets; PC Jollif 
Crane Service, storm drain; Ayers Insulating & 
Supply Co., Inc., roof/wall/foundation insula- 
tion; Warner Moore & Co., Inc., skylights; 
Burgess-Snyder Industries, Inc., venetian blinds; 
Seaboard Building Supply Co., wood doors; 
Carpet Suppliers of Virginia, Inc., carpet; Sher- 
win Williams Co., paint supplier; Phillip Mosser, 
exterior wall finish; The CMW Plumbing & Heat- 
ing Corp., plumbing contractor; Bay Harbour 
Mechanical Ltd., heating/ventilating/air condi- 
tioning contractor; and J. B. Basnight, electrical 
contractor. 

From Norfolk were: Hall-Hodges Co., Inc., 
reinforcing; Lone Star Industries, Inc., concrete 
supplier and masonry manufacturer/supplier; 
Pete Block Roofing, built-up roof & other roof- 
ing; Walker & Laberge Co., Inc., glass, windows, 
window wall & storefront; Door Engineering 
Corp., hardward supplier & toilet accessories; 
Ferrell Linoleum & Tile Co., Inc., ceramic tile & 
resilient tile; Noland Co., plumbing fixture sup- 
plier; and Graybar Electric Co., Inc., lighting fix- 
tures/electrical equipment supplier. 

Others were: DJW Construction Co., Inc., Chesa- 
peake excavating; Kramer Construction Co., 
Hampton, masonry contractor; Trus Joist Corp., 
Boise, Idaho, structural wood; and K & P Con- 
struction, Portsmouth, caulking. 
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Tysons Beltway Office Center 


Tysons Corner 


Benham Group, East — Architect/Engineer 
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General Contractor, Foulger-Pratt Construction, Inc. 


With one of the most dramatic views in the 
Northern Virginia area, Tysons Beltway Office 
Center is anew office building that enhances the 
continually changing Tysons Corner skyline. 
Located at the intersections of the Capital Beit- 
way and Route 7, the 175,000 sq. ft. office build- 
ing has been occupied since August 1981. 

Designed by The Benham Group East, Inc., 
Tysons Beltway Office Center (TBOC) is imme- 
diately seen as you approach Tysons Corner. 
The unusual shape of the building makes it even 
more distinctive. From each angle that the build- 
ing is viewed, it appears to be a totally different 
structure. 

The major exterior surface of TBOC is archi- 
tectural precast concrete. The exterior walls 
were sandblasted to create a white finish. Dark 
bronze aluminum-frame and bronze-tinted insu- 
lating glass band-windows complete the out- 
side finish 

The entrances to the building were butt- 
glazed; the lobby area is of precast concrete 
with polished granite that surrounds the eleva- 
tor core area. 

The eight-story building is designed primarily 
for office use. Level One is designed for a restau- 
rant and commercial business use. Two levels 
of underground parking provide spaces for 432 
cars. Surface parking is available for 96 cars 
including 11 handicapped spaces. 

An unique feature of TBOC is the mechanical 
system. An energy conserving heat pump sys- 
tem was designed to provide individual controls 
for each floor. The system uses waste heat from 
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people, lights and any office equipment that 
emits heat. By utilizing this system, the energy 
consumed is 30 to 40% less than conventional 
systems. The central core heat pumps will oper- 
ate on an economizer cycle whenever required. 

The Benham Group is a national firm of archi- 
tects, engineers, planners and consultants, with 
corporate offices in Oklahoma City, and other 
divisions in San Francisco, Houston, San Anto- 
nio, Phoenix, Tulsa and Las Vegas. 

Foulger-Pratt Construction, Inc., of Rockville, 
Maryland, was general contractor for the 
project. 

Subcontractors & Suppliers 

Phoenix Development Corporation, Chantilly, 
utilities; Jenkins Excavation & Landscaping, 
Inc., Shenandoah, off-site paving; Chamberlain 
Contractors, Inc., Annapolis, MD., on-site pav- 
ing; New Ken Masonry Corp., Kensington, MD., 
masonry; Arundel Waterproofing, Inc., Millers- 
ville, MD., waterproofing-caulking; K & W Caulk- 
ing Company, Gettysburg, PA., foundation 
waterproofing; UniRoof, Inc., Silver Spring, MD., 
roofing & flashing; Ceilings & Partitions, Inc., 
Washington, D. C., drywall, acoustical ceilings, 
stucco, insulation; R. Bratti Associates, Inc., 
Alexandria, ceramic tile, paver tile, granite; 
Woodmont Carpet Company, Rockville, MD., 
carpet, tile, base; Global Steel Corporation, 
Temple Hills, MD., bathroom partitions; Cutler 
Federal, Inc., Capitol Heights, MD., mail chutes; 
Big Stuff, Inc., Forestville, MD., trash compac- 
tor; Potomac Mills, Inc., Rockville, MD., venetian 
blinds; U. S. Elevator, Beltsville, MD., elevators; 
James A. Federline, Inc., Gaithersburg, MD., 
plumbing, heating & ventilation; and Pel-Bern 
Electric, Inc., Rockville, MD., electrical. 
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Burgess Snyder 
Industries, Inc. S 
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Aluminum Windows — Doors 


Venetian Blinds — Green Houses E LE VATO R 


A member of the Cubic Corporation family of companies 


10728 U.S. Elevator Road 
560 Baker Road Spring Valley, California 92078 
Virginia Beach, VA 23462 Phone: (714) 460-1000 


UniRooF nc. 
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NEW ROOFS — EXPERT REPAIRS 


987-3377 


8800-8802 MONARD DR., SILVER SPRING, MARYLAND 


Phone 804-490-3131 


INNOVATIONS IN SPACE TECHNOLOGY. 


No. 5 in a series. 


Bates has the products 
to put your space in 
order. 

Mondrian Lockers — 
From Republic Steel. 

The most advanced locker 
available today. Clean 
modern styling and un- 
paralleled durability 
make them the perfect 
choice for almost any 
application. 

The Bates Company. 
Solving space-use 
problems with a complete 
line of storage, shop and 
materials handling 
equipment. 

2220 E. Main St. 


The BATES Company 925... 


INCORPORATED (804) 788-4884 


NOVEMBER-DECEMBER 1982 35 


зис Mol Magic Cily Sprinkler, Inc. 


Roanoke Valley Paving 


Que. 
BLACKTOP, SURFACE TREATMENT 
& 
SEALING 


RESIDENTIAL & COMMERCIAL 
FREE ESTIMATES 
P.O. BOX 13442 
JOE W. WEBB ROANOKE, VA 24034 


CONSTRUCTION, INC. 


Construction is more than 
just raising a structure. 

You need a solid foundation, 
persistent attention to 

detail and knowledgeable 
involvement from day one. 


Foulger-Pratt lends this 
tenacity to all projects. 


We preach it to all of our 
people — and we believe in it. 


It makes our product second 
to none. 


Foulger-Pratt 
Construction, Inc. 
Two Research Place 
Rockville, Maryland 20850 
(301) 948-0522 
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FIRE PROTECTION SYSTEMS 
Designers—Fabricators—Installation—Inspection 
St. Reg. #11424 


Phone 345-9818 — After Hours Phone 345-7974 
1601 Granby Street, N.E., Roanoke, Va. 24012 


LUMBER MILLWORK 
BUILDING SUPPLIES 


James River Building Supply Co. 


Phone 737-6091 ° 100 Lumber Drive e Sandston, Va. 23150 


HAMPTON RUBBER СО., INC. 
Phone (804) 722-9818 
1669 West Pembroke Ave., Hampton, Va. 23661 


Norfolk, Virginia Phone (804) 625-2670 


Myers and Whitesell, Inc. 


Electrical Contractors 
St. Reg. #9497 


Commercial — Industrial — Institutional 
Phone 703-943-6261 


1390 New Hope Rd. Waynesboro, VA 


Cushing prides itself for years of producing 


Quality control the finest quality fabrication found anywhere 


in the industry. All work is guaranteed 


1S more than against any flaw in workmanship. And this 


high quality and reliable service has made 


e 
just a motto Cushing a must for the metal fabrication 


needs for hundreds of Virginia firms as well 


with us as businesses in surrounding states. 
өөө 


Specializing in custom fabrication of 


aluminum, steel and other metals, Cushing 
has produced countless items. Specialty 


ө 
Cushin items include U.L. approved electrical pull 
ө boxes, range hoods, sandwich panel casings 


for built up air conditioning systems, induc- 
& Equipment Co. tion units and toll booths. Items for pipe 
P.O. Box 24365 fabrication and aluminum transmission 
2901 Commerce Road towers for electric sub stations are other 
Richmond, VA 23224 examples of Cushing's specialty skills in a 
(804) 231-1161 specialized field. 


Manufacturing 
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NSW Corporation 


Office & Manufacturing Facility, Roanoke 


Byron R. Dickson — Architect 


The NSW Corporation, a German-owned firm, 
will open a new American headquarter's plant in 
Roanoke to manufacture plastic products. 

Norddeutsche Seekabelwerde Ag (North Ger- 
man Sea Cable Works Inc.), the parent firm, 
began in 1899 as a maker of submarine cables. It 
made land telephone cables by 1928 and plastic 
materials by 1932. The firm moved into process 
engineering by developing biological processes 
for use of special plastic products in the waste- 
water and chemical industries in 1975. The com- 
pany has been in the U. S. market for 15 years 
and is owned by Siemens of Berlin and Munich 


=. | e 


ака. 
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and by Phillips of Cologne and the Netherlands, 
two major electrical and electronic manufactur- 
ers in Europe. 

NSW produces three product lines of plastic 
netting. The product is used for packaging, pro- 
tecting highly finished surfaces, and kidney 
dialysis machines. Other products to be manu- 
factured in the Roanoke plant will include lamp 
fixtures, mirror frames, bathroom articles, gift- 
ware, and plastic belts for industrial use. The 
belts are uniquely designed so they can be 
repaired without dismantling the machine on 
which they are used. 
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Mechanical Engineer, Charles D. Keffer 11, Consulting 
Engineer * Electrical Engineer, Lee B. Eddy, Profes- 
sional Engineer е Structural Engineer, Richard L. 
Williams, Consulting Engineer е General Contractor, 
Days Construction Co., Inc. 


The six-acre site is part of the Kimball urban 
renewal area north of the Greyhound bus termi- 
nal in northeast Roanoke. 

The cost of construction will be close to 


(Continued on page 90) 
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Booth & Company 
Inc. 


General Contractor 
St. Reg. A-15303 


COMMERCIAL — INDUSTRIAL 
RESIDENTIAL 


e 
Phone 804-392-6197 


Route 460 West Farmville, Va. 
P.O. Box 508 23901 


CONSOLIDATED 
ELEVATOR 
COMPANY 


SALES & SERVICE 
PASSENGER & FREIGHT ELEVATORS 
ESCALATORS & DUMBWAITERS 


MAINTENANCE ® REPAIRS e MODERNIZATION 


SERVICE — DAY OR NIGHT 
Call 788-9131 


823 East Main Street 
RICHMOND, VA. 23219 


Also 
278 Carroll St., NW, Washington DC 20012 
Phone (202) 291-7042 


JOWETT 
INCORPORATED 


Mechanical Contractor 


re d 


Phone (301) 868-2880 


Box 20 
Clinton, Maryland 20735 


Gemini 
Painting & Wallcovering 
Inc. 


Commercial— Industrial 
Residential 


Phone 301-420-2626 


8329 Old Marlboro Pike 
Upper Marlboro, Maryland 20870 
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Ramada Renaissance Hotel 


Washington, DC 


HTB, Inc. — Architect 
EE REY Le RE YP СЕ Бр ЖУН UINCADVNSEEKIUITCCUETMA T IAQEVELUTCITDUA OT EU SSE ИЕ 


Mechanical/Electrical Engineer, Alphatec, P.C. e 
Structural Engineer, Smislova, Kehnemui and Assoc. 
е Interior Design, Miron Hunt Assoc. (L.A.) е General 
Contractor, Skinker and Garrett, Inc. ® Photography, 
H. Harlan Hambright. 


Everything about the Ramada Renaissance 
Hotel radiates luxury. 

The bronze-anodized porte-cochere with the 
pendant mounted globe lights. The storefront 
glass overhung with the red canvas awnings. 
The polished brass, the mirror-lined elevators 
and the travertine floors and stairs. 

Yet this first class, four star quality hotel once 
served as an extended medical care facility. 

The building's previous usage made it neces- 
sary to first strip the 178,870 sq. ft. interior to 
make way for total renovation of the structure. 
The hotel's construction took place on a “fast- 
track" basis, with demolition work and some 
initial mechanical and electrical work starting 
while final working drawings for interiors were 
still being completed. 

The 360-room hotel includes 18 full suites, 16 
mini-suites, underground parking, eight meet- 
ing rooms (including one capable of serving 
banquets for 375 persons), three boardroom- 
style conference rooms and an audio/visual 
room equipped with the latest in technology. 

Some features specially installed for the 
building's previous use as a medical facility 
were reused to the hotel's advantage. These 
include rooms having wider doors, corridors 
with grab bars for the handicapped and large 
elevators. 

Fire safety measures exceed local fire codes 
and include smoke alarms in all guest rooms 
and hallways, sprinklers in all public areas and 
a 24-hour monitoring system. 

Care was taken in designing the hotel to 
comply with neighborhood aesthetic concerns. 
The porte-cochere over the main entrance pro- 
vides both weather protection and visual appeal. 
Other changes to the hotel's site work include 
repaved sidewalks and entrance drive. 

The hotel is the eleventh Ramada in the 
Washington D. C. area and the second in the 
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"Renaissance" group, a new, more luxurious 
group of hotels by Ramada. 

Skinker & Garrett, Inc. of Washington, DC was 
general contractor and handled concrete work, 
reinforcing, carpentry and wall insulation. 

Subcontractors & Suppliers 

McKinney Drilling Co., Inc., Manassas, exca- 
vating & foundations; All Green Nursery, Uni- 
versity Park, MD, landscaping & landscaping 


contractor; Standard Art Marble & Tile Co., Inc., 
Landover, MD, paving contractor; Super Con- 
crete Corp., Washington, DC, and Maloney Con- 
crete Co., Chevy Chase, MD, concrete suppliers; 
Southern Iron Works, Inc., Springfield, steel 
supplier; Superior Iron Works, Inc., Sterling, 
steel erection, miscellaneous metal & handrails; 
Greenwald Building Supply, Washington, DC, 
steel roof deck; Equipment Manufacturing Co., 
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Established 1911 


Skinker & Garrett 
Inc. 


General Contractor 


St. Reg. #3679 


Phone 202-462-1241 


2607 Connecticut Avenue 
Washington, D.C. 20008 


General Glass Corp. 


Glass & Aluminum 
Storefronts 


Va. St. Reg. #17807 


Phone (301) 937-9200 
We Welcome Inquiries from 
Architects 
And Others in the Building Trades 


10731 Hanna Street 
Beltsville, Md. 20705 


Chicago, IL, millwork & paneling; Peter Gordon | 


Co., Capitol Heights, MD, waterproofing & built- 
up roof; and Wilcox Caulking Corp., Lorton, 
caulking. 


Also, Metro Building Supply Co., Capitol 
Heights, MD, wall insulation; Stromburg Sheet 
Metal Works, Inc., Washington, DC, sheet metal 
& heating/ventilating/air conditioning contrac- 
tor; Commercial Glass Co., Inc., Bladensburg, 
MD, glass & glazing contractor & storefront; 
Swingin' Doors, Inc., Rockville, MD, metal doors 
& frames; Leonard Jed Co., Baltimore, MD, wood 
doors; Bellview, Inc., Macon, GA, windows; 
Ramada Inn Supply, Phoenix, AZ, hardware 
supplier & equipment; James S. Lertora, Inc., 
Silver Spring, MD, plaster contractor; William H. 
Walston, Co., Landover, MD, gypsum board con- 
tractor, acoustical treatment & resilient tile; 


Carpet Craftsman, Inc., Clinton, MD, carpet; and 
Southeastern Floor Co., Inc., Beltsville, MD, 
special flooring. 

And, Ballard and Assocs., Inc., Fairfax, paint- 
ing contractor, special wall finish & wall cover- 
ing; Pell Products, Beltsville, MD, toilet parti- 
tions; Dover Elevator Co., Arlington & Consoli- 
dated Elevator Co., Inc., Washington, DC, eleva- 
tors; Virginia Sprinkler, Springfield, sprinkler 
contractor; Lenz Plumbing Supply, Beltsville, 
MD, plumbing fixture supplier; Jowett, Inc., Clin- 
ton, MD, plumbing contractor; Maurice Electri- 
cal Supply Co., Inc., Washington, DC, lighting 
fixture & electrical equipment supplier; Sin- 
gleton Electric Co., Inc., Rockville, MD, electrical 
contractor; Glass Studio |, Los Angeles, CA, 
interior skylights; and Graham, Van Leer & 
Elmore Co., Inc., Tyson's Corner, skylights on 
porte-cochere. 


Bryant-Durham Electric Company, Inc. 


Electric Contractors 
Va. St. Reg. 89851 


INDUSTRIAL — COMMERCIAL — INSTITUTIONAL — HOSPITALS 


5102 Neal Rd. 


Dial (919) 383-2526 


DURHAM, N.C. 27705 


Commercial 
Hardware г 


Shenandoah’: Pride 
e DAIRY PRODUCTS e 


Valley of Virginia 
Milk Producers 
Co-operative 
Association 


HINGES & 
DOORSTOPS 


Richmond 
Harrisonburg 
Woodstock 
Winchester 
Front Royal 
Luray 
Springfield 
Staunton 
VIRGINIA 


О Industrial Tools & Supplies 
D Ferrous & Non-Ferrous Fasteners 


LEONARD 


COMPANY 
1301 Covington St Balto Md 21230 (301) 685-1482 
WASHINGTON 4919 Lawrence 51. Bladensburg. Md 20710. (301) 864-6300 
PHILADELPHIA 6142 Keystone St Phila Pa 19135 (215) 333-2123 
YORK 600 S Pine St. York Pa 17403 (717) 845-2671 
PITTSBURGH 1376 River Ave . Pitts Ра 15212 (412) 321-4020 
RICHMOND 1727 Rhoadmiller St Richmond. Va 23220 (804) 353-7891 
SAN JUAN San Juan. Puerto Rico 


Martinsburg BALTIMORE 


WEST VIRGINIA 


Hagerstown 


MARYLAND 


DOORS & — 


— LOCKSETS 
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Armada/Hoffler Company 


Office/Industrial Complex, Virginia Beach 


Krummell & Jackson Associates, P.C. — Architect 
наа ————————n M MM 


Mechanical/Electrical Engineer, Old Dominion Engi- 
neering е Structural Engineer, Fraioli-Blum-Yessel- 
man е Civil Engineer, Wilfred P. Large е General 
Contractor, Cross-Wetmore Construction Corp. e Pho- 
tography, Charles R. Krummell e Aerial Photo by 
Backus Aerial Photography, Inc. 


The Armada /Hoffler office/industrial complex 
in the Airport Industrial Park of Virginia Beach, 
consists of three buildings with 204,000 square 
feet of space. This project illustrates Krummell 
& Jackson Associates' determination to provide 
industrial clients with designs that are func- 
tional, attractive, and economical. 


Program Requirements 

To integrate 15,000 square feet of office space 
with 189,000 square feet of warehouse space 
while presenting a corporate image. The plan 
required that the warehouse not look like the 
"box that the office came in." The second major 
concern was economy. The budget was set for 
$18.00 per square foot, a figure established by 
other warehouse facilities in the area. 


Design and Economy Solutions 

By utilizing consistent materials and careful 
scale, the administrative (small scale) functions 
were integrated in the warehouse (large scale) 
functions of the building. 

From the standpoint of resolving both the 
relationship of scale and dealing with construc- 
tion economics, a conventional metal framing 
system with textured masonry veneer was 
chosen. 

Building scale was resolved by a horizontal 
and vertical rhythmic treatment of the textured 
masonry facade. The treatment is further rein- 
forced through the conscientious use of texture, 
color and detailing. A unity of rhythm is accented 
through the solid masonry framework which 
reduces the warehouse in scale. 

The office interiors are quite peaceful with 
carpeted floors, earthtone colors, and stained 
wood trim. This feeling is reinforced through 


to tell the Virginia Story 


NOVEMBER-DECEMBER 1982 41 


42 


$ 


Glen Construction Co., Inc. 


New Location 
9055 Comprint Court 
Gaithersburg, Maryland 20877 
(301) 258-1090 


General Contractor 


Va. State Reg. #6801 


Denbigh Construction 
Co., Inc. 


Concrete Contractor 


Specializing in 


Slip-Form Curb & Gutters 


Median Barriers & Bridge Parapets 


St. Reg. 413867 


Phone 804-874-7244 


12501 Jefferson Ave., Newport News, VA 


VIRGINIA RECORD 


BAY TILE 
CORPORATION 


Ceramic Tile — Marble 
Resilient Tile & Floor Covering 


Commercial — Industrial 
Residential 


St. Reg. #11444 
Phone 804/488-4545 


3300 Elmhurst Lane 
Portsmouth, VA 23701 


Aluminex, Inc. 


Aluminum Handrails 
& 
Guard Rails 


Phone 301-987-4515 


50 Maryland Route 3 
Millersville, Md. 21108 


Watch for us in Sweets 
in 83 


Founded 1878 


recurrent views outside to the richly landscaped 
grounds. 

Equally important to the success of the proj- 
ect as the building esthetics, the total construc- 
tion cost including sitework was under $18.00 
per square foot allowance. John Cote, Executive 
Vice President of Armada/Hoffler, noted that the 
architects demonstrated not only design capa- 
bilities but also the ability to coordinate various 
disciplines required to bring the design from 
concept to reality. 


Result — A Satisfied Client 

“In today's economy the importance of cost- 
effectiveness just can't be overemphasized. 
Many excellent designs never get off the draw- 
ing boards because they're just not economi- 
cally viable. But in both projects designed for us 
by Krummell & Jackson, we not only got some of 
our best looking buildings, we got them at a 
highly competitive price — so much so that both 
facilities were fully leased before completion." 
— John L. Cote, Executive Vice President, 
Armada/Hoffler Company. 


Construction Credits 

Cross-Wetmore Construction Corp., of Chesa- 
peake, was general contractor and handled 
foundations, concrete work, reinforcing, steel 
erection and carpentry. 

Subcontractors & Suppliers 

Virginia Beach firms were: Womack, excavat- 
ing; North Landing Nursery, landscaping; Sadler 
Materials Corp., concrete supplier; Byler Plumb- 
ing Co., plumbing contractor; and ECK Supply 
Co., lighting fixtures/electrical equipment sup- 
plier. 

Chesapeake firms were: W. L. Birsch, Inc., 
paving contractor; Smith-Gerloff Painting & 
Decorating, Inc., waterproofing, painting con- 


Residential & Commercial 
Sprinkler Systems — Toro 
Landscaping — Garden Center 


North Landing Nursery 


1985 Landstown Rd. 


Va. Beach, VA 23456 
(Next to Farmer’s Market) 


Joe Bernat Phone 427-6886 


иғнакт ИЯ ren co. 


Incorporated 


*DESIGNERS 
"FABRICATORS 
*“ERECTORS 


STRUCTURAL STEEL—ORNAMENTAL IRON 
OFFICE AND PLANT 
3308 Rosedale Ave. 
Richmond Va.23230 


® PHONE 


(804) 355-7481 
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tractor & wall covering; Lowe's of Chesapeake, 
wood doors; and Aircon, Ltd., heating/ventilat- 
ing/air conditioning contractor. 

And, from Norfolk were: Snow, Jr. & King, 
Inc., masonry supplier; Tidewater Steel Co., Inc., 
handrails; Eastern Roofing Corp., roofing; Door 
Engineering Corp., metal doors & frames, hard- 
ware supplier, dock levelers & overhanging 
doors; Binswanger Glass Co., windows & store- 


E € K Supply Co. 


Lighting Fixtures 
Switch Gear Supplier 


Phone 804-460-1161 


5894 Thurston Avenue 
Virginia Beach, VA 23455 


Phone (804) 340-5421 
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DAGENHART SPRINKLER CO., 
FIRE PROTECTION SYSTEMS 
Commercial — Industrial 

Installers — Maintenance — Designers — Repairs — Fabricators 


Phone 623-1333 
OFFICES IN RICHMOND — NORFOLK & CHARLOTTE, NC 


Ceramic Tile of Florida, Inc. 


Grandwood Gym Floors — Terrazzo & Ceramic Tile 


101 Haycox Drive, Virginia Beach, Va. 23452 


front; Dagenhart Sprinkler Co., sprinkler con- 
tractor; and L. E. Ballance Electrical Service, 
electrical contractor. 

Also, Adams Block, masonry manufacturer; 
Liphart Steel Co., Inc., Richmond, steel supplier 
& miscellaneous metal; John R. Houck Co., steel 
joists & steel roof deck; K & P Caulking Co., Inc., 
Portsmouth, caulking; and Bay Tile and Carpet 
Co., Portsmouth, carpet. 


JOHN R. HOUCK COMPANY 


Steel Floor and Roof Systems 


Now Stocking in our New Warehouse 
All Profiles of Steel Floor and 
Roof Deck. 

For IMMEDIATE DELIVERY 
on Small or Large Orders 
CALL: 804-784-3541 

(Richmond) 
804-461-0988 
(Norfolk) 


INC. e 
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H.E. 


SATTERWHITE W. R. HALL, JR. 


CERAMIC TILE-MARBLE-TERRAZZO Utilities & Sewer Work 
CONTRACTORS va. St. Reg. No. 6203 


Seamless Flooring Products 
Selby Battersby Phone 804-587-5074 


12 S. Lombardy St. * P. O. Box 5404 1214 Bill St. 
RICHMOND, VIRGINIA e Phone 359-9261 


Norfolk, Va. 


McGowan B 
Painting Contractors, Inc. B E 


Painting «ЛАСК BAYS. INC. 
Wall Covering & Special Coatings 


A Full Service General Contractor 
Va. St. Reg. #017921 McLean, Virginia 22101 


| ! Telephone (703) 356-2600 
Commercial — Industrial 


< SENE, 2 
X 2 
Phone 704/554-9213 nt È 


4730 Hebron St., Charlotte, NC 28224 


TOILET PARTITIONS Gravely Construction 


From Our Local Stock Co., Inc. 


& BATHROOM ACCESSORIES Ы. Al Phase Carth 


Commercial—Industrial—Residential 


St. Reg. #12196 


Barranger a penny, Inc. Phone 804-490-2416 


Richmond, Virginia 23225 5049 Cleveland, Virginia Beach, Va. 
3 


L. H. GAY ELEVATOR CO., INC. 
FREIGHT-PASSENGER-HOME 
24 HOUR SERVICE 


J. B. EURELL CO. 


Roof Deck & Roofing Contractors 


Specializing in: 


LIGHTWEIGHT CONCRETE, WOOD FIBER АХО. 
GYPSUM ROOF DECKS 


ELECTRIC ELEVATORS 
HYDRAULIC 
PASSENGER & FREIGHT 


PHONE 321-4880 
2015 ROANE 
RICHMOND, VA. 


MEMBRANE & BUILT-UP ROOFING 


Telephone 262-8648 5805 School Avenue 
P.O. Box 9427 
RICHMOND, VA. 23228 


Wescolator Home Elevator 
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Saint Albans Psychiatric Hospital 


Radford 


Hayes, Seay, Mattern and Mattern — Architect/Engineer 


Program 
Replacement facilities for a 162-bed privately 
owned psychiatric hospital. 


Site 

35 acres overlooking the New River Valley at 
Radford. Space for the new building was limited 
due to the location of sinkholes and the fact that 
the existing hospital building needed to remain 
in operation until the new facilities could be 
occupied. 


Solution (Phase |) 

The design groups patient living areas in 
“pods” of 10 double rooms which is considered 
an optimum size from the nursing point of view 
as well as that of patient interface. Each pod 
contains a central dayroom, nursing station, 
conference room and a consultation space to 
form a complete, identifiable unit of patient 
care. The pods, in turn, are related to the princi- 
ple patient corridor or patient "main street." 
Each floor has its own color scheme which is 
coordinated throughout for patient orientation. 
All patient living and dining spaces face the 
south and southeast for privacy and to take 
advantage of the positive effects of morning 
sunshine and the spectacular view of the river 
and the city beyond. The combined effect of the 
general arrangement, view, color, lighting and 
furnishings result in an informal and pleasant 
atmosphere that is conducive to a sense of well 
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Mechanical/Electrical/Structural Engineer & Land- 
scape Architect, Hayes, Seay, Mattern and Mattern е 
Interior Design, Mitchell Associates e General Con- 
tractor, McDevitt & Street Co. ® Photography, Rick 
Alexander and Huffman Studio. 
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being. Other spaces are arranged for convenient 
support of patient living and treatment areas 
and to become a functional part of the master 
plan which will be fully implemented in phases Il 
and Ill. 


Type of Construction 

Stee! framed, protected noncombustible con- 
struction with brick faced exterior walls, metal 
stud and gypsum board interior partitions with 
vinyl wall covering. Windows are dark bronze 
aluminum with bronze colored insulating glass 
except where laminated glass is required. HVAC 
is gas fired multi zone, variable volume. Auto- 
matic sprinkler system throughout. 


Construction Credits 

McDevitt & Street Company of Charlotte, NC 
was general contractor and handled excavat- 
ing, foundations, concrete work and carpentry. 

Subcontractors & Suppliers 

Laurel Creek Nursery, Christiansburg, sod- 
ding, seeding, etc., landscaping & landscaping 
contractor; Stanley R. Cupp, Inc., Christians- 
burg, paving contractor; Montague-Betts Co., 
Inc., Lynchburg, reinforcing; Atlantic Concrete 
Co., concrete supplier; A Mason, Inc., Norcross, 
GA, masonry contractor; Sale Brothers Supply, 
Inc., masonry supplier & mortar; Lynchburg 
Steel & Specialty Co., Monroe, steel sup- 
plier/erection & miscellaneous metal; Vulcraft 
Div., Nucor Corp., Florence, SC, steel joists; J. B. 
Eurell Co., Richmond, concrete roof deck & roof 
insulation; McClung's, Salem, handrails, mill- 
Work, wood cabinets, Algoma wood doors & 
hardware supplier; Roanoke Engineering Sales 
Co., Inc., Richmond, metal cabinets; and Seager 
Waterproofing, Inc., Greensboro, NC, water- 
proofing & caulking. 

Also, Leonard Smith Sheet Metal & Roofing, 
Inc., Salem, Trocal roofing & sheet metal; South- 
eastern Foam Products, Inc., Conyers, GA, wall 
insulation; PPG Industries, Inc., Charlotte, NC, 
glass, glazing contractor, windows & window 
wall; Lynchburg Overhead Door & Hardware, 
Lynchburg, metal doors & frames; A & H Con- 
tractors, Inc., Roanoke, plaster contractor, gyp- 
sum board contractor, acoustical treatment & 
resilient tile; DeHart Tile Co., Inc., Christians- 
burg, ceramic tile; Marsteller Corp., Roanoke, 
wood flooring (Parquet); McGowan Painting 
Contractors, Inc., Charlotte, NC, painting con- 
tractor, paint supplier (Duron paints), special 
wall finish & wall covering; Eastern Sales & 
Equipment Service Corp., Roanoke, kitchen 
equipment; Westinghouse Elevator Co., Rich- 
mond, elevators; Magic City Sprinkler, Inc., 
Roanoke, sprinkler contractor; Progressive 
Products Corp., Roanoke, plumbing/heating/ 
ventilating/air conditioning contractor; and 
Fischer Electrical Construction, Inc., Roanoke, 
lighting fixtures/electrical equipment supplier 
& electrical contractor. 


ma SECOND FLOOR PLAN 


BECAUSE YOU FACE ALL KINDS OF JOBS, 
WE HAVE ALL TYPES OF PEOPLE TO 
HELP YOU GET THEM FINISHED. 


P.O. Box 12146 
Roanoke, VA. 24023 ARGABRIGHT г и g 


703-345-4979 CONTRACTORS. INC. 
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SEAGER 
WATERPROOFING,INC. 


Caulking — Waterproofing 
Single- Ply Roofing 


Leonard Smith Sheet Metal & Roofing, Inc. 
Roofing & Sheet Metal Contractors 


RESIDENTIAL COMMERCIAL- INDUSTRIAL 


1020 College Ave. Phone (703) 389-8614 
SALEM, VIRGINIA 24153 


z (804) 643-3564 
mm \ 
N 


Steel Tank Erectors 


Commercial — Industrial 
Phone 919-292-9284 


3312 Spring Garden Street 
Greensboro, NC 27408 


L&H Company of 
Montross, Inc. 


Machine Dug Wells & Test Holes 


P.O. Box 26305 
Richmond, Virginia 23260 


Call 
Donald Hall or Willard Hall 
Phone 493-9642 Phone 333-3744 


Concrete Products-General Road Work-Paving 


Montross, Virginia 


EQUIPMENT СО.. INC. LOCATION AND 
SHOWROOM 
eae етан HIGHWAY 
1 N. 
ELECTRICAL ЕТЕ RENTALS 
CONSTRUCTION SALES 


INC. NEW PHONE — 804-798-1358 


ELECTRICAL CONTRACTORS 


St. Reg. 42990 


STANLEY R. CUPP INC. 


Established 1943 


STATE REG. #7960 


PAVING & EXCAVATING 
CONTRACTORS 


e RESIDENTIAL 


Phone (703) 343-4560 
2710 Roanoke Ave., S.W 
Roanoke, VA 24015 


eCOMMERCIAL 
e|NDUSTRIAL 


* DRIVEWAYS 

* PARKING LOTS 

* ROADS — SUBDIVISIONS 
* TENNIS COURTS 


— ESTIMATES WITHOUT OBLIGATION— 
"Let the Professionals do it" 
SERVING THE AREA WITH OUR OWN PLANT MIXED MATERIALS 


CALL 382-2246 


Mailing Address RDF 1, Box 12, 945 N. Franklin St. — CHRISTIANSBURG, VA. 24073 
Asphalt Plant — Call 639-4231 — Rt. 666 — Radford, Va. 


DSVIUPE 


BUILDING 


MATERIALS : 


PHONE 497-9392 
104 NORTH WITCH DUCK ROAD 
VIRGINIA BEACH, VIRGINIA 23462 
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Williams Residence 


Williamsburg 


Roger S. Guernsey, AIA — Architect 


Owners, Mr. & Mrs. Stuart Williams е General Con- 
tractor, Country Contractors, Inc. e Photography, 
Roger S. Guernsey, AIA. 


PLAN LOWER LEVEL 
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Program 
Residence for a college professor, his wife 

and 2 boys ages 6 & 11 situated on .8 acre 

southwesterly sloping wooded suburban site. 

Community Context 
Subdivision on outskirts of Colonial Williams- 

burg's restored 18th century architecture, with 

other houses in development being current 
builder version of Colonial style with some scat- 
tered contemporary homes. 

Client Requirements 

1. “Contemporary” style but must accommo- 
date family’s collection of Chippendale liv- 
ing and dining room furniture. 

2. Energy efficiency and use of solar where 

cost effective. 

. Kitchen/family living area with wood stove 
heat to be separable from formal areas. 

. Flow of space between rooms where appro- 
priate. 

. Separate children/utility entrance from 
formal but permitting passage through 
formal hall enroute to living spaces. 

. Provision for outdoor living via screened 
porch and deck. 

7. Carportand yard equipment storage space. 

8. Modest construction budget. 
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Solution 

Rooms are grouped in three levels around a 
multi-functioning solarium/stairwell/double 
entry shaft. This circulation core provides pas- 
sive solar heating to all parts of the house and 
will contain phase change energy storage rods 
if heat storage is required. The wood stove 
backs up the passive heating and can deliver its 
heat via the central ventilation system or by 
radiation through brick wall and by convection 
through the solarium to the surrounding spaces. 


Construction 

® All Weather Wood Foundation and concrete 
slab floor - lower level 

e Conventional Wood Frame with cedar bevel 
siding 

e Aluminum sliding doors and windows 

e Custom skylights and fixed glass using patio 
door glass sizes 

е Asphalt shingles 

e R-19 walls, R-30 ceilings, and extensive seal- 
ing against air infiltration 

е Heat Pump (2.5 ton) as backup to solar heat 
and wood stove, and for air-conditioning 


e 2074 sq. ft. finished living room 
e 400 sq. ft. unfinished recreation room 


PLAN UPPER LEVEL 
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TED LANSING 
SUPPLY COMPANY 


Distributor 


for 


Reynolds Aluminum 


REYNOLDS 
Products A UMINUM 


Phone (804) 266-8771 
P.O. Box 9489 
Richmond, Va. 23228 


Also Located in 
Roanoke, Norfolk & Hampton, VA 


SEABOARD 
PAINT & SUPPLY CO. 


Norfolk, Va. 
Newport News, Va. 


489-7600 
877-9266 


SEABOARD 
BUILDING SUPPLY 
Virginia Beach, Va. 486-3200 
Distributors of 


SCHLAGE, YALE & KWIKSET 
HARDWARE 


OLYMPIC Pre-staining of Siding & Plywood 


NUI aas 


BARNES гимвєв corporation 


MUG RES ЩИ "р. о. вох за Charionesilie, Va. 22902 804: 295-4104 


ele mn чыр неч та „шыны ЧЕ анкс акы осно ат ЗАЛЫ скиот 
THE ORIGINAL MANUFACTURER OF THE ALL-WEATHER WOOD FOUNDATION 


YOU 
NEED THE 
BUSINESS 
INSURANCE | 
SPECIALISTS... 


‚ if you own or operate а 
business. Commercial 
Insurance Services works 
with several insurance 
companies to tailor coverage to the 
specific needs of your business. Whether 
you require Property, Liability, 
Automobile, Workers’ Compensation, 
Inland Marine, Crime Insurance or Bonds, 
we work with you to maximize the 
efficiency of your coverage while 


343-4309 
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C.WM. HARTMAN, INC. 


General Contractors 


ROUTE 1, BOX 68-13 ® Phone 703/439-2270 
BEALTON, VIRGINIA 22712 


St. Reg. #A3508 


Prefabricated & Custom 
Stairs 


Pressure Treated Foundations 


Truswal "Space Joist” 
(Floor & Roof Truss) 


Harrv Victorine, Carson Hamilton, Archie Smith, Barbara Clements. 


minimizing the cost. Plus, an in-house 
data system supplies us with up to the 
minute information on your account, for 


fast, reliable service when you need it most. 


It pays to talk to the Business Insurance 
Specialists. 


Commercial Insurance Services, Inc. 
Shenandoah Building, P. O. Box 13968, 
Roanoke, Virginia 24038 


— Serving the Business and Institutional Community — 
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e 170 sq. ft. screened porch 
e 70054. ft deck over 2-car carport and yard 
equipment storage 


Energy 

In addition to the cost effective passive heat- 
ing by a multi-use space (thereby adding no 
further area to the house) solar domestic hot 
water collectors are planned for future installa- 
tion on the south face roof over the master 
bedroom. 

The deciduous tree coverage and future 
external roll down solar blinds will screen the 
solarium from unwanted heat in the summer. 

A whole house ventilator draws cooler lower- 
level air up through the house. Underground 
cooling tubes for make-up air were rejected as 
non cost-effective. 


Cost 
Total Construction Cost: $96,500. 


Building Credits 

Country Contractors, Inc. of Newport News 
was general contractor and handled excavat- 
ing, concrete work, carpentry and glazing. 

Subcontractors & Suppliers 
(Newport News firms unless noted) 

Craig Nordeman, Williamsburg, sodding, 
seeding, etc.; Barnes Lumber Corp., Charlottes- 
ville, wood foundation materials; Benson- 
Phillips Co., Inc., Williamsburg, concrete & 
masonry supplier; Better Buy Builders Supply, 
Inc., Williamsburg and Sheldon Lumber Co., 
Toano, structural wood & millwork; Davidson 
Cabinets, Isle of Wight County, cabinets; Lydea 
Clark, Bena, asphalt shingle roof, Hampton 
Rubber Co., Inc., Hampton, neoprene carport 
roofing; and Colonial Insulation, Inc., Norfolk, 
roof & wall insulation. 

Also, Merrimac Supply Co., Williamsburg, 
glass & windows; Seaboard Paint & Supply Co., 
Inc., hardware supplier; Sullivan Drywall, Wake, 
gypsum board contractor; Brunk Tile & Inte- 
riors, Inc., ceramic tile; Eastern Carpet Installa- 
tion, Hampton, carpet; Hampton Flooring Co., 
Hampton, pine flooring; Dale Riley, Williams- 
burg, painting contractor; Peninsula Hardware, 
Williamsburg & Benjamin Moore Paints, stain; 
Sherwin-Williams Co., Williamsburg, paint; 
Noland Company, plumbing fixture supplier; 
Brunk Mechanical Corp., plumbing/heating/ 
ventilating/air conditioning contractor; and 
Olympic Electric, electrical contractor. 


WILLARD L. COUNCIL 


ROOFING, INC. 


RE-ROOFING 
NEW ROOFING & ROOF REPAIRS 


e INDUSTRIAL 
e COMMERCIAL 
e RESIDENTIAL 


Hot Roofs Removed 
GRAVEL—TILE—SHINGLE 
ROOF COATING & GUTTERING 

Dial 231-2339 er 233-0024 


3006 HULL ST. RICHMOND, VA. 
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Trellis Restaurant 


Williamsburg 


Abbott Associates — Architect 


Mechanical/Electrical Engineer, Bowman Associates 
e Structural Engineer, Deyoung Johnson e Kitchen 
Equipment, John G. Kolbe, Inc. * Interior Design Con- 
sultant, Candace Summers Altschul, I.B.D. e General 
Contractor, J. B. Violette Construction Co. е Photog- 
raphy, Carlton Abbott. 


Program 

To develop a contemporary restaurant in a 
1936 Georgian Revival Building in the Merchants 
Square area. The site is immediately adjacent to 
the restored 18th century historic area and 
fronts on the Duke of Gloucester Street. The new 
restaurant space was to be constructed insidea 
gutted building that was previously used as a 
drugstore. The property is owned and leased by 
the Colonial Williamsburg Foundation who 
wanted it developed in a contemporary manner 
that would be compatible with but not in imita- 
tion of the other successful historic 18th century 
taverns on the street. 


Narrative 

The human scale is established by distinct 
dining areas, none larger than 52 seating capac- 
ity. Two-hundred-year-old pine, oak, handmade 
tiles and natural colors were chosen to compie- 
ment the restaurant's fresh, seasonal menu. 
Accents of antique wine baskets and imple- 
ments tie with the central wine theme. 

Flexibility to expand or contract services dur- 
ing busy or off-tourist season allows seating of 
up to 192 people at tables and 12 people at the 
bar. 


Excellence in Design Award 
Tidewater Chapter — AIA 1982 


Construction Credits 

J. B. Violette Construction Co. of Williams- 
burg was general contractor for the project. 

Subcontractors & Suppliers 

Other Williamsburg firms were: Benson- 
Phillips Co., Inc., concrete contractor, reinforc- 
ing & masonry supplier; Ajax Co., Inc., stone- 
work supplier; Sherwin-Williams Co., paint sup- 
plier/manufacturer; and Colonial Electric Co., 
Inc., electrical equipment supplier & electrical 
contractor. 

From Newport News were: Frederick W. 
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Emerson, Sr., masonry contractor, stonework 
contractor, steel erection & miscellaneous 
metal; Tatum Ornamental Iron Works, handrails; 
J & B Builders, carpentry; Binswanger Glass Co., 
glass; Paul Plaster & Acoustics Co., plaster con- 
tractor, gypsum board contractor & acoustical 
treatment; Tile Shop, ceramic tile; Smith Broth- 
ers, special flooring; Brunk Mechanical Corp., 
plumbing fixture supplier and plumbing/heat- 
ing/ventilating/air conditioning contractor; and 
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United Electric Supply Corp., lighting fixtures 
supplier. 

Richmond firms were: E. T. Moore, Jr., Co., 
millwork & special flooring; Pleasants Hard- 
ware, hardware supplier; and John G. Kolbe, 
Inc., kitchen equipment. 

Others were: Hampton Sheet Metal Works, 
steel supplier & specialties; W. C. Carpenter, 
Virginia Beach, carpet; and D & R Painting, 
Toano, painting contractor. 


51 


Sperry Univac 


Washington D. C. Area Consolidation Facility, Fairfax 


VVKR Incorporated — Architect/Engineer 


Mechanical/Electrical/Structural Engineer and Pho- 
tography, VVKR, Incorporated е Food Service, Con- 
sultant, Foodesign Associates, Inc. e Site Engineer, 
Paciulli Simmons and Assoc. Ltd. е Acoustics Consultant, 
Ostergaard Associates e Landscape Architect, M. Paul 


Friedberg & Partners e Interior Design, Design Col- 
laborative e General Contractor, Omni Construction, 


Inc. 
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The Sperry Univac Washington, D. C. Area 
Consolidation Facility, houses Sperry Univac 
divisions which were previously dispersed 
throughout the Washington, D. C. metropolitan 
area. Housing 1200 employees, the building con- 
tains a large computer center with special facili- 
ties for training customer students, a cafeteria 
serving 350 people, three internal semi-trailer 
loading spaces, a conference facility, mainte- 
nance shops, and general office areas. 

The building presents a crisp, horizontal ap- 
pearance with lightly sandblasted precast con- 
crete spandrel panels and continuous Solex 
insulated windows framed in clear anodized 
aluminum. The entire site is wooded and was 
cleared only as required for the parking and 
building. Large stands of trees have been left to 
buffer the building from the parking areas. 

As Sperry Univac anticipates changing 50% of 
the office space per year, maximum flexibility 
and ease of maintenance requirements dictated 
specific consideration for electrical and tele- 
phone distribution systems. A “plug-in” modu- 
lar wiring system above the ceiling will allow 
maintenance personnel to move lights, power, 
and telephone stations by simply plugging cords 
in and out above the ceiling as required, elimi- 
nating the need for electricians, conduit, and 
special wiring. Special acoustical tile, acousti- 
cal screens, parabolic light fixtures, and com- 
plete sound mashing accomplish full acoustical 
control for the open office landscape environ- 
ment. 

The mechanical system will make this the 
most energy efficient building Sperry Univac 
owns. The system will consist of a four-pipe fan 
coil system with templifier unit and storage 
Capacity. Enough heat will be gained from 
reclaiming computer output heat to virtually 
heat the building in the winter. A high sophisti- 
cated computerized building management sys- 
tem will monitor building security and mechani- 
Cal equipment operation. 

Omni Construction, Inc. of Rockville, Mary- 
land was general contractor for the project. 

Subcontractors & Suppliers 

F. E. Gregory & Sons, Inc., Gaithersburg, MD, 
excavating; J & L Landscaping, Inc., Derwood, 
MD, landscaping contractor; Hastings Pavement 
Co., Inc., Lake Success, NY, paving contractor; 
Eugene Simpson & Bro., Inc., Alexandria, foun- 
dations; Miller & Long Co., Inc., Bethesda, MD, 
concrete contractor; and Exposaic Industries, 
Inc., Fredericksburg, precast concrete supplier. 

Also, Associated Glass Co., Inc., Fairfax, win- 
dows; Dover Elevator Co., Memphis, TN, eleva- 
tors; Virginia Sprinkler Co., Springfield, sprin- 
kler contractor; Anderson & Cramer, Inc., 
Chantilly, plumbing/heating/ventilating/air 
conditioning contractor; Mona Electric, Inc., 
Clinton, MD, electrical contractor; and Virginia 
Food Equipment Corp., Richmond, food service 
equipment. 
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Children's Wing Addition 


Charlottesville 


Robert Buford — Architect 


Structural Engineer, David Morris, Р.Е. е General 
Contractor, Dale A. Abrahamse e Photography, Robert 
Buford, Architect. 


The owners' only complaint about their Georgian home was the lack of 
space for two energetic boys. The program called for a large playroom, 
two bedrooms and a bath, and a large outside storage shed. An existing, 
rather gloomy and unused, breakfast room addition was removed and a 
new breakfast room incorporated into the program. The large front yard 
setbacks and narrow lots typical of this street left a very restricted rear 
yard in which to accommodate the 1100 square foot program. The solution 
packs bedrooms, bath and playroom into a dense vertical structure con- 
nected to the existing kitchen by the single story breakfast room and 
circulation. 

A primary concern in establishing the overall form was to minimize 
encroachment of the new addition onto the already limited garden. At the 
ground level the walls recede at increasing angles from the garden. At the 
upper level the second floor is not evident from the garden, and the bay 
form and steep, hipped roofs minimizethe apparent mass of the structure, 
while providing space for the bedrooms. The circular form of the breakfast 
room terminates the circulation from the kitchen and mirrors the protu- 
berant form of the formal dining room. The northeast wall, is essentially 
closed and of traditional painted clapboard siding. An arched doorway 
and stained vertical siding are both invitation and intimation of the largely 
transparent southwest wall which has become a horizontal layer of glass 
and stained siding, protected from the western sun by the overhanging 
bay form. 

The central double height portion of the playroom is lit by two operable 
skylights and overlooked by a bridge connecting bedrooms, bath and 
stairs, and by a window from each of the small bedrooms. Windows in the 
two bedrooms and the vertical arched window on the stair are placed in 
the angled walls to permit long views and to ensure privacy from the 
neighboring house. 

Dale A. Abrahamse of Charlottesville was general contractor and 
handled steel erection, carpentry, waterproofing, caulking and painting. 
Subcontractors & Suppliers 
(All Charlottesville firms) 

Edward Barden, paving contractor, masonry walls & masonry contrac- 
tor; Cecil Herndon, concrete finishing; Allied Concrete Co., concrete sup- 
plier & masonry supplier; Associated Steel Products, Inc., steel supplier & 
handrails; Better Living, Inc., structural wood, millwork & resilient tile; 
Albemarle Millwork Co., cabinets; W. A. Lynch Roofing Co., Inc., roofing; 
Virginia Insulation Corp., roof & wall insulation; Pella-Virginia, windows; 
Martin Hardware Co., hardware supplier; Tommy Frazier, gypsum board 
contractor; Richard A. Oliva & Sons, Inc., ceramic tile; Bragg Floor Ser- 
vices, special flooring (wood-finishing); Bryan, Inc., plumbing/heating/ 
ventilating/ air conditioning contractor; Interstate Electrical Supply, light- 
ing fixtures supplier; and Early Electric Co., Inc., electrical contractor. 
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Richmond Nursing Home 


Outpatient Clinic & Rehabilitation Center, Richmond 


Ben R. Johns, Jr., AIA — Architect 


56 


VIRGINIA RECORD 


Mechanical/Electrical Engineer, Wagner & Jones 
e Structural Engineer, William J. Davis ® Land- 
scape Architect, Ken Higgins е General Contractor, 
McDevitt & Street Co. 


The city’s former Nursing Home facilities 
were grossly inadequate to meet the needs of 
patients, accommodate staff, operate efficiently 
or to provide a comfortable living environment 
for the community's most unfortunate citizens. 

After purchasing the old Eastview Lodge 
Nursing Home in the east end of Richmond, the 
city commissioned the architect to study var- 
ious alternate schemes for renovating and 
adding to the one-story structure. To provide a 
cost-effective structure within the budget, the 
program had to be severely restricted. 

The final result is a facility with extremely 
tight spaces, trimmed amenities and some com- 
promised functions. To help offset this "bare- 
bones" necessity, the architect designed a lively 
color scheme and some environmental graphics 
to enhance the patients' living conditions. 

Nine new stairwells, five elevators, a 5000 sq. 
ft. storage and maintenance area, an Outpatient 
Clinic, a Rehabilitation Center, staff train- 
ing/lecture facilities, an administrative area, 
and 58 new patient beds were added to the 
40,000 sq. foot existing facility, which was ren- 
ovated and upgraded to enable the entire facility 
to meet the stringent requirements of the latest 
Hospital Standards and Codes. Hardware was 
upgraded, mechanical systems renovated and 
modified, tubs were replaced with hydraulically 
operated whirlpool bathing facilities, and espe- 
cially designed paint spray booths, work areas, 
occupational and motivational therapy facili- 
ties were installed. Toilet facilities were de- 
signed to meet the unique needs of severely 
handicapped patients. 

Finishes and environmental graphics were 
selected to provide a warm, residential climate 
in a necessarily institutional setting. The graph- 
ics helpthe visually impaired orient themselves, 
and provide a sense of individual identity to 
each of the rehabilitation areas and each nurs- 
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ing wing. Manually regulated skylights in the ee ERE RBS SERE КТЕ р ВЕЕТ 
occupational therapy areas enable complete ј ЕЕ am. 
staff control of natural illumination within the 
building. Outdoor areas include brick paved 
areas where patients can tend flowers in several 
planter boxes, observe the "outside" activity 
along Cool Lane, and yet be constantly under 
the supervision of the nursing staff. 

McDevitt & Street Company of Charlotte, 
North Carolina was general contractor for the 
project. 


Subcontractors & Suppliers 
(Richmond firms unless noted) 

Hungerford Mechanical Corp., mechanical; 
Womack Electric Co., electrical; F. Richard Wil- 
ton, Jr., Inc., Ashland, drywall; The Standard 
Tile Co., Verona, ceramictile; Miller Manufactur- 
ing Co., Inc., architectural woodwork; U. S. Ele- 
vator, elevators; Gay Elevator Co., Inc., elevator 
installation; Worsham Sprinkler Co., Ashland, 
sprinklers; Lynchburg Steel & Specialty Co., 
Monroe, structural steel; Pleasants Hardware, 
finish hardware; William E. Tucker, masonry; 
Eastern Building Supply Co., Inc., brick; Blake- 
more Construction Co., paving; Watkins Nurs- 
eries, Inc., Midlothian, landscaping; and Alex- 
ander Waterproofing Co., caulking. 

Also, N. W. Martin & Bros., Inc., roofing; O'Fer- 
rall, Inc., acoustical & resilient tile; Shaw Paint & 
Wallpaper Co., Inc., Norfolk, painting; Custom 
Kitchens, Inc., casework; Richmond Glass Shop, 
Inc., glass & glazing; Massey Concrete Corp., 
concrete; Atlas Fence Co., Inc., fencing; Williams- 
burg Steel Products Co., Brooklyn, NY, hollow 
metal doors & frames; Roanoke Engineering 
Sales Co., Inc., metal windows & toilet parti- 
tions; Modern School Equipment, Inc., chalk & 
tackboards, fire extinguishers & projection 
Screen; and Andco Industries Corp., Greens- 
boro, NC, signage. 
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L. Е. MELLOTT, INC. 


ELECTRIC SERVICE CO. 


Service— Integrity 


€ Commercial Construction 
ө Design Engineering 
е Energy Maintenance 


ө Jobbing 


3826 South Four Mile Drive 
Arlington, Va. 22206 379-2210 


W. A. Lynch 
Roofing, Inc. 


Commercial—Industrial 
Residential 


State Registration #8491 
Phone 295-9194 


1234 River Road, Charlottesville, Va. 22901 


Rilleqass Lighting 


RESIDENTIAL - COMMERCIAL 


Dial 420-6621 


1728 S. Military Hwy. 
CHESAPEAKE, VA 23320 


Take Greenbrier Exit 
Off Interstate 64 
Turn Left on Rt. 13 
Business 
Off Indian River Rd. 
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SCISSORS LIFT BOOM LIFT 


A&P 
Contractors, Inc. 


Dry Wall — Plaster 
Acoustical Ceilings 


COMMERCIAL — INDUSTRIAL 
Phone 301-428-3525 


20516 Frederick Road 
Germantown, Maryland 


Aircon, Ltd. 


Mechanical Contractor 
Commercial — Industrial — Institutional 
Phone 804-424-9640 


825-M Greenbrier Circle 
Chesapeake, Virginia 23320 


Аттсо Eaquipmenr, Inc. 
SALES — RENTAL — SERVICE 


Lo 
Л 


Ы Б-Ы th 
SHORING SYSTEMS 


801 UNION STREET 
SALEM, VIRGINIA 24153 


CALL TOLL FREE 
IN VIRGINIA 1-800-542-5873 
OUT OF STATE 1-800-336-9665 


EVERYTHING FOR THE CONTRACTOR 
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George Washington University 
Academic Cluster, Washington, D. C. 


VVKR incorporated — Architect/Engineer 


Mechanical/Electrical/Structural Engineer, Land- 
scape Architect and Photography, VVKR, Incorporated 
е Interior Design, Design Collaborative e General 
Contractor, Edward M. Crough, Inc. 


А RETINET IE ишин 
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The George Washington University is an urban 
campus located in downtown Washington, D. C., 
several blocks from the White House. Given its 
urban surroundings, the university established 
a three-step development program for the aca- 
demic cluster phased in accordance with the 
university's acquisition program. This program 
requires intensive development on a 61,000 
square foot site surrounded by 90 foot high uni- 
versity and apartment buildings. In the initial 
phase, the cluster is designed to provide studio, 
classroom, and office space for five university 
departments. A three-level, 115,000 square foot 
parking garage is located below grade. In the 
final phase, the project will reach 300,000 square 
feet of offices and classrooms. Ultimate devel- 
opment of the garage will reach 170,000 square 
feet. 

Program requirements called for a strong visu- 
al identity for the university's art department, 
the cluster's key tenant; hence that depart- 
ment's separation into a terraced building step- 
ping down toward the major pedestrian and 
vehicular intersection adjacent to the site. Ter- 
racing provides both visual relief in scale and 
outdoor extensions to each major art depart- 
ment studio. 

Other departments housed on the site are 
located to group major student areas close to 
ground level while locating faculty offices in an 
office building to the east side of the site. Since 
maximum flexibility was essential in the office 
building, all primary vertical circulation and 
mechanical services are consolidated in a cen- 
tral core. This core is used as the focal point for 
the entire cluster and is designed to ultimately 
serve all three phases of construction. 

Traversing the entire site and accommodat- 
ing the existing student patterns, is a land- 
scaped pedestrian street designed to maximize 
student flow while providing opportunity for 
student interaction. 

Edward M. Crough, Inc. of Rockville, Mary- 
land was general contractor for the project. 

Subcontractors & Suppliers 

Kirk Lindsey Construction Co., Arlington, con- 
crete contractor; Urban Masonry Corp., Silver 
Spring, MD, pre-stressed concrete; Holsom Co., 
Rockville, MD, carpentry; Warren-Ehret-Linck 
Co., Laurel, MD, built-up roof; James A. Cassidy 
Co., Inc., Beltsville, MD, window wall & glazing 
contractor; A & P Contractors, Inc., German- 
town, MD, gypsum board contractor; Gemini 
Painting & Wallcovering, Inc., Upper Marlboro, 
MD, painting contractor; Dover Elevator Co., 
Memphis, TN, elevators; John J. Kirlin, Inc., 
Rockville, MD, plumbing/heating/ventilating/ 
air conditioning contractor; Harry Alexander, 
Inc., College Park, MD, electrical contractor. 
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Philip Morris Beverage Research Center 


Philip Morris-James River Center, Richmond 
Torrence, Dreelin, Farthing & Buford, Inc. — Architect/Engineer 


Philip Morris recently expanded their opera- 
tions through the acquisition of a major soft 
drink manufacturer. They saw the need for cor- 
porate research and development in this prod- 
uct area, and consequently the need for a build- 
ing to accommodate these activities. When 
Philip Morris first discussed this project with 
TDFB in July of 1980, they had a clear idea of 
what they wanted: 15,000 square feet of labora- 
tory/office space with 100% expansion capabil- 
ity, flexibility, an energy efficient operation, and 
complete access to utility lines within the build- 
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ing. In addition, they needed it quickly and they 
wanted it within budget limitations — challeng- 
ing, but not impossible. 

TDFB's response to this challenge, under the 
guidance of Lanny Mahone, Project Architect, 
was a one-story building with several unique 
features, each designed to address the specific 
needs of Philip Morris. First, despite the some- 
what limiting site restrictions, a building was 
developed that is capable of expansion at both 
ends, allowing for a possible addition of up to 
15,000 square feet in the next 5to 10 years. The 
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Project Architect, Lanny N. Mahone ® Mechanical/ 
Electrical/Structural Engineer and Landscape Archi- 
tect, Torrence Dreelin, Farthing & Buford, Inc. е Inte- 
rior Design, cooperative effort between TDFB and 
Owner © General Contractor, J. W. Enochs, Inc. е Pho- 
tography, Lanny N. Mahone. 


result is a steel frame building with a Dryvit 
fascia, and exposed brick walls, designed to 
house approximately 25 workers. It includes 
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office, conference and library space for the 
administrative staff, in addition to the labratory 
space. A six-foot-high utility space below the 
building allows complete access to all utilities 
from all laboratory spaces. A two-story section 
housing a processing pilot plant is included in 
the design, which permits the development of 
whatever processing procedure is needed for 
any particular area of research. 

The facility was designed to maximize pas- 
sive solar applications. An earth berm sur- 
rounds the building, and an overhang was 
designed to block the summer sun. At the same 
time, however, the plan allows for windows in 
all areas. The mechanical design plays a major 
role in the development of this project, both in 
the area of energy efficiency and in its versatil- 
ity. Included was a heat recovery system, exten- 
Sive process piping and the installation of air 
economizer cycles. 

Ground clearing for the Beverage Products 
Building began in October of 1980, and all the 
finishing touches were completed by December 
of 1981. The cost was kept within Philip Morris’ 
budget restrictions, and the project was brought 
in for approximately $97 per square foot. 

J. W. Enochs, Inc. of Hopewell was general 
contractor for the project. 

Subcontractors & Suppliers 
(Richmond firms unless noted) 

E. G. Bowles Co., excavating; The Rusty Nail 
Landscaping, Brodnax, landscaping contractor: 
JaBar Construction Co., foundations; ELCO 
Concrete Co., concrete contractor; ReSteel Ser- 
vices & Products Corp., reinforcing; Lone Star 
Industries, Inc., concrete supplier; Daniels & 
Ingram Masonry Contractors, Colonial Heights, 
masonry contractor; Lynchburg Steel & Spe- 
cialty Co., Monroe, steel supplier/erection/ 
joists & miscellaneous metal; Rich Line Mfg. Co., 
Inc., cabinets; and Carrington Engineered Water- 
proofing, Zebulon, NC, waterproofing & caulk- 
ing. 

Also, Jerold W. Evans Roofing, Inc., built-up 
roof, Hampshire Industries of Va., Inc., wall 
insulation & gypsum board contractor; Rich- 
mond Glass Shop, Inc., glass, glazing contractor 
& windows; Bristol Steel & Iron Works, Inc., and 
Door Trouble, metal doors & frames; Basic 
Woodwork, wood doors; Pleasants Hardware, 
hardware supplier; and Oliva & Lazzuri, Inc., 
ceramic tile. 

And, Acoustics & Interior Construction, Inc., 
acoustical treatment, Construction Specialties, 
Inc., Cranford, NJ, floor mats; V. M. Shepherd 
Painting, Inc., painting contractor; Janosko 
Food Equipment Corp., stainless tables & 
shelves; Bates Co., Inc., lockers, Kewaunee 
Scientific Equipment Corp., laboratory case- 
work; Architectural Industrial Products Co., 
dock bumpers; Dagenhart Sprinkler Co., sprin- 
kler contractor; Catlett-Johnson, Inc., plumb- 
ing/heating/ventilating/air conditioning con- 
tractor; Northside Electric Co., electrical con- 
tractor; Mepco Scientific, Midlothian and Queue 
Systems, Parkersburg, conditioned rooms. 
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PLASTERING. DRY WALL АМО FINESTONE 
CONTRACTORS 
P.O. BOX 9693 
6213 LAKESIDE AVENUE 
RICHMOND, VIRGINIA 23228 P.O. BOX 251 PHONE 703-560-1310 
TELEPHONE: (Area Code 804) 264-9018 
ACOUSTICAL CEILING» FLOOR TILE + CARPET + PARTITIONS FALLS CHURCH. VIRGINIA 22046 


I-P-K EXCAVATING CO,, INC. 
$1. Reg. 89674 


Extruded Curbs — Gutters 
Utilities 


ALEX. BROWN & SONS 
Established 1800 
America’s Oldest Name in Investment Banking 


Commercial — Industrial — Institutional 


D. L. INGRAM ana L. L. Pearson One James River Plaza 
Phone 804-748-4359 | 7th & Cary Streets, Richmond, Virginia 23219 


Route 301 Chester, Va. | Telephone (804) 644-8000 
Member New York Stock Exchange & other leading exchanges 


| ANNANDALE MILLWORK | H. B. SEDWICK, JR. 
CORP. CONSTRUCTION CO., INC. 
pes ig E 4 General Contractor 


Haymarket, Va. 22069 Va. St. Reg. #3840 


Phone (703) 672-1035 


Prefab Stairways © 
Prehung Door Units 
Stock and Special Millwork | 


' 
| 
| 
Phone 591-7304 


Orange, Virginia 22960 


FIRST лм» CITIZENS 
BANK 


Resources of $11,000,000.00 


Brinkley-Ward Electric, 
Inc. 


U.S. ENERGY CONSERVATION SYSTEMS, INC. 
Electrical Contractors 


Member of FDIC INSTITUTIONAL 


COMMERCIAL—INDUSTRIAL 
MONTEREY, VIRGINIA 


Phone 804-392-3182 


Home of Allegheny Mountain Trout - East Third Street, Farmville, Va. 
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DeWitt Avenue Townhouses 


Alexandria 
Design Plus, Inc. — Architect 


Associate-in-Charge of Design, Michael A. Cassi- 
dy е Mechanical Engineer, Roland Baker е General 
Contractor, Barlow's, Inc. е Photography, Dwight 
McNeill. 
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Building Type 
Speculative Housing 


Owners’ Program 
Design six townhouses for a corner lot with- 
out adverse impact on the neighborhood. 


Site Description 

The site for the projectis in an older neighbor- 
hood of varied architectural styles consisting of 
single-family homes, townhouse, apartments, 
etc. Shops, services and a Metro station are 
nearby and because of this there is significant 
pedestrian traffic in the neighborhood. 


Design Solution 

The facades reflect the character and ele- 
ments of the older and more pleasant homes in 
the neighborhood. Porches and gabled towers 
give each unit its distinct and separate entrance. 
The front porches also provide а transition area 
between the inside and the outside and they 
allow for casual communication between the 
occupant and neighbors or passers-by. This is a 
common occurence in this old and stable 
neighborhood. 

The plans reflect the needs of today's housing 
market. The first floors consist of living/dining 
area with a fireplace, an eat-in kitchen and a 
powder room. The living/dining area is left open 
to allow for flexibility in the use of the room 
while still suggesting two specific areas. 

The second floors have two bedrooms and a 
bathroom and the attic has the option of being 
developed into a master bedroom suite. (This 
suite, at present, is only developed in two units.) 

The two bedroom units were sized for singles 
and young families while the optional third floor 
suite allows for larger families. 

At present these houses are rented to exactly 
the full range of tenants envisioned in the 
program. 


Construction Credits 

Barlow's, Inc. of Falls Church was general 
contractor and handled excavating, founda- 
tions, masonry, carpentry, drywall, millwork, 
waterproofing, caulking, electrical, painting, 
concrete, paving, roofing and landscaping. 

Subcontractors & Suppliers 

Joe Greer Plumbing & Heating Co., Broad Run, 
plumbing; Medallion Industries, Inc., Bowie, MD, 
HVAC: Park Rug co., Inc., Adelphi, MD, carpet & 
vinyl; Northern Virginia Floors, Inc., Arlington, 
hardwood floors; Sheet's Wholesale, Vienna, 
hardware; Duron Paints, Falls Church, paint; 
Noland Co., Falls Church, plumbing supplies; 
Virginia Concrete, Springfield, concrete; Virgin- 
ia Clay Products, Inc., Alexandria, masonry; St. 
Clair Appliance Distributors, Inc., Alexandria, 
supplier of Admiral kitchen equipment, Whirl- 
pool washer and dryers, and Burowood kitchen 
cabinets; Joseph M. Catalano Co., Inc., Falls 
Church, electrical supplies; Herndon Lumber & 
Millwork, Inc., floor trusses, lumber, wood doors 
& windows; Century Lumber Co., Manassas, 
stairs & handrails; and Potomac Insulation Co., 
Alexandria, insulation contractor. 
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National-American Wholesale Grocers' Association 


Falls Church 


Barkley Pierce O'Malley — Architects/Planners 


dise x 
S Tro x 


A polyethelene enciosure plus interior space heaters allowed workers 
to stay on the job through even the worst winter weather. 
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Consulting Architect, John H. Schell, AIA ® Cost Con- 
sultant, Robert G. Scharf & Associates, Inc. е Site 
Engineer/Surveyor, Walter L. Phillips, Inc. e Struc- 
tural Engineer, Advance Engineers, Ltd. e Mechani- 
cal/Electrical Engineer, Hurst & Associates ® Geo- 
technical Engineer, Soil Consultants, inc. е Genera! 
Contractor, Scott-Long Construction e Photography, 
Paul Barkley. 


Months of searching came to an end in July 
1981 when representatives of the New York City 
based National-American Wholesale Grocers' 
Association located a 21,714 square foot site in 
Falls Church. 

The national trade association, representing 
over 350 independent wholesale grocers and 
food service distributors, was faced with the 
loss of their Madison Avenue lease due to the 
building renovations anticipated by the owners. 
Consequently, they sought to consolidate oper- 
ations in a new suburban Washington D. C. 
headquarters facility. NAWGA had maintained a 
small government liaison office in the Nation's 
Capita! 

The strategic location of the site near a future 
Metro transit station and its ready access to 
Interstate Highway 66 were major considera- 
tions in their decision to relocate in Falls Church. 
The sense of public support expressed by loca! 
officials together with the village-like atmos- 
phere of the city reinforced NAWGA's initial 
decision. Falis Church Mayor Carol DeLong and 
the city's Director of Business Development, 
David Cooper were instrumental in attracting 
NAWGA to their community. 

One major obstacie to the project was the 
10-month time frame in which to effect the site 
purchase, financing, design and construction of 
the proposed headquarters building. 

The site chosen by NAWGA was owned by 
architects Paul Barkley and Harold Pierce of 
Barkley, Pierce & O'Malley, P.C., and an agree- 
ment was made between NAWGA and the archi- 
tects contingent upon meeting very stringent 
time and cost constraints. With this agreement, 
architectural services included not only the 
conventional design and construction adminis- 
tration of a new structure, but also the process- 
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ing and obtaining of financing plus the expedit- 
ing ofthe site plan review and approval through 
city departments, boards and commissions. 

Construction and permanent financing fur- 
nished by First Virginia Bank was obtained 
through an industrial development revenue bond 
issued by the Industrial Development Authority 
of Loudoun County. Barkley Pierce O'Malley 
prepared the bonding application and processed 
it through the authority. A Falls Church City 
Council resolution endorsing the bond request 
was part of the submittal. The elapsed time for 
securing the financing approval was 24 days. 

Barkley Pierce O'Malley, in an effort to expe- 
dite the project, affiliated with H. John Schell, 
AIA, consulting architect, and thereby com- 
pleted the construction documents in less than 
six weeks. Concurrent with this was the pro- 
cessing of the site plan through the Falls Church 
Planning Department, Architectural Advisory 
Board, Planning Commission and Board of Zon- 
ing Appeals. Site plan approval was obtained 
simultaneously with the issuance of a founda- 
tion permit during November 1981. 

In order to meet the overall schedule, the 
architects recommended the retention of a gen- 
eral contractor on a negotiated basis. Scott- 
Long Construction, Inc., of Fairfax, was chosen 
for their excellent record of time and scheduling 
control exhibited in their recent work with Bark- 
ley Pierce O'Malley. 

Bruce Scott and Fred Thrall, representing the 
contractor, were brought into the design pro- 
cess to advise on availability of materials, con- 
struction techniques and cost control as well as 
to pre-bid critical building elements such as 
structural steel and the elevator. 

One significant change recommended by the 
contractor during the design process was to 
modify the plans for the 272 story, 13,500 square 
foot building from a masonry bearing system to 
a structural steel frame system. While this 
change added slightly to the cost, it provided the 
contractor with framework that could be tem- 
porarily enclosed with polyethylene in order to 
allow for construction through the winter 
months. Since this method was used, concrete 
floor slabs and the exterior brick veneer were 
completed during January and February, a time 
that experienced several major snows and a 
prolonged freeze. 

Site work for 43 parking spaces, landscaping 
and interior finishes proceeded rapidly after the 
hard winter and resulted in final completion and 
occupancy during June 1982, less than seven 
months after ground breaking. 

The Association, faced with 10-month site 
selection-financing-building design and con- 
struction schedule, had successfully accom- 
plished its mission. The cooperative attitude 
and support of Falls Church officials and the 
effective collaboration of owner, architect and 
contractor were significant elements in meeting 
a most demanding schedule. 

Subcontractors & Suppliers 

Lawrence Martin, Inc., Falls Church, earth- 
work; William B. Hopke Co., Inc., Alexandria, 
site utilities; Newton Asphalt Co., Inc. of Virgin- 
ia, Alexandria, paving; Beltway Landscapers, 
Alexandria, landscaping; Rudd's Pest Control, 
Arlington, soil poison; Todd Construction Co., 
Inc., Fairfax Station, concrete work; Tenco 
Masonry, Inc., Upper Malboro, MD, masonry 
work; Southern Iron Works, Inc., Springfield, 
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structural steel; Union Iron Works Co., Herndon, 
miscellaneous metal; and Master Roofing & Sid- 
ing, Inc., Alexandria, roofing. 

Also, Wayne Insulation Co., Inc., Alexandria, 
insulation; Associated Glass Co., Inc., Fairfax, 
glass; Krafft-Murphy Co., Alexandria, drywall & 
plaster; Acoustical Ceilings, Inc., Merrifield, 
acoustical ceilings; Southern Floors & Acous- 
tics, Inc., Merrifield, resilient floors; Higham 
Co., Inc., Alexandria, paint & caulking; Bedell 
Manufacturing Co., Merrifield, blinds; Dover 


Blue Ridge 
Truss & Supply, Inc. 


Phone 856-2191 


Box 1, Basye, Virginia 


Elevator Co., College Park, MD, elevator; Ho- 
War Plumbing Corp., Springfield, mechanical; 
and D. R. Bradley Electric, Inc., Manassas, 
electrical. 

Others were, Blue Ridge Truss & Supply, Inc., 
Bayse, trusses; Miller Building Supply Co., Bai- 
ley's Cross Roads, vanity cabinets; AAA Ther- 
mal Windows & Doors, Inc., Merrifield, hollow 
metal; Lester's Hardware, Springfield, hard- 
ware; and Klon 0. Row, Inc., Rockville, MD, toilet 
partitions & accessories. 


Diversified Control Systems, Inc. 
A Barber-Colman Company 
Energy Management Systems — Automatic Temperature Controls 


P. O. Box 16764, Greensboro, NC 27406 


STRUCTURAL STEEL 
FABRICATION 
ERECTION 


— [омс Spans 

— STEEL JoIsTs 
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Helping to build a stronger Virginia... 
Roanoke Iron & Bridge Works, Inc. 


Roanoke, Virginia Plants: Roanoke and Troutville 
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Maximum Security Treatment Center 


Mecklenburg Correction Center - Boydton 


Ben R. Johns, Jr., AIA — Architect 


Situated in wooded, rural Southside Virginia, the Mecklenburg Correc- 
tional Center is a detention center designed for felons in the Common- 
wealth's correctional system. The facility is located approximately four 
miles east of Boydton, in Mecklenburg County. 

The center consists of five housing units arranged around a large open 
activity space (approximately the size of a football field), all within a 
double security-type fencing. Facilities outside the fence include three 
guard towers, a sally port, an operations center, a medical building, and a 
boiler plant. 

Each of the housing units consists of three units (or "pods") of 24 
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General Contractors: First Stage - Romeo Guest Asso- 
ciates; Second Stage - Charter Builders, Inc., Third 
and Fourth Stages - Leadbetter Buildings, Inc. 


single-resident cells in each. Each "pod" has a central control point that 
provides full observation of each cell, and all electric locking doors 
operate from that control point. Living quarters are arranged in the two 
tiers on the second level of the housing units with 5,000 square feet of 
flexible program/rehabilitation/work areas located on the ground level 
immediately below them. 

The sociopath resident, who has a hard time living with anyone other 
than himself, is assigned to a building which offers minimum resident 
contact and maximum counseling. He begins in this unit learning how to 
adjust to his situation. All his activities (eating, sleeping, exercise, work- 
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ing, etc.) are confined to this building. Through his own initiative and a 
planned rehabilitation program, he progresses to successive buildings 
through a system of rewards, where he is allowed greater privileges, more 
group activities, and additional facilities at his own initiative. In approxi- 
mately two years, he may advance to a permanent type prison center to 
serve the remainder of his sentence with an improved attitude and desire 
for self control and development. 

One building contains the food service operation for the Center on the 
lower level, in which residents living above work in the kitchen and 
become skilled for food service duties while serving the remainder of their 
sentence at another institution. 

Construction of the facility is reinforced concrete. The exterior wall 
construction of the cell areas is eight-inch reinforced concrete, with a 
two-inch air space, and a four-inch thickness of face brick on the exposed 
exterior. The exterior color scheme is an earth-tone beige brick with 
off-white painted concrete bands. Each bedroom has separate windows. 

The interior color schemes were designed to harmonize with the resi- 
dents' rehabilitation and adjustment programs. Colors used in the first 
housing unit are vivid, intense, and cheerful, since the resident is not 
accustomed to confinement. Each cell door is a different color to give the 
resident a sense of individuality; this color is also used on the cell walls. 
As the resident progresses to different housing units, the colors become m 
less intense. Neutrals with accent colors are used so he may do minor “И i uec МИН 
interior decorating of his own: a sense of individuality and identity have kii Mo 
usually been established by this time. The housing unit colors have been RSEN КАЈ: SR NH Q еттт 
integrated from floor to floor to give a sense of continuity. 

The design provides for flexibility in the main treatment program, 
requiring minimum of movement with a maximum curity, minimum staff, 
and limited budget. 

Construction for the Center was accomplished in four stages. 

The first stage consisted of Housing Units #1 and #5, all utilities, and 
boiler plant which was constructed by Romeo Guest Associates of 
Greensboro, North Carolina. 

The second stage consisted of two additional housing units (#2 and #3), 
and was constructed by Charter Builders of Orlando, Florida. Charter 
Builders handled site work, form work, concrete work, ceramic tile, paint- 
ing, special coatings, building insulation, carpentry, placement of rein- 
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forcing steel, and installation of miscellaneous metal, security windows, 
food service equipment and rolling grilles and doors. 

The third stage consisted of Housing Unit #4, constructed by Leadbetter 
Buildings, Inc. of Ashland. 

And, the fourth stage consisted of the Operations Center and Infirmary 
Unit and was also constructed by Leadbetter Buildings, Inc. of Ashland. 
Subcontractors & Suppliers 

AGE 
RGK, Inc., Burlington, NC, site clearing, excavating, filling & grading, 
asphalt concrete paving, general landscape development, lawns, erosion 
control & concrete curbs & gutters; Associated Equipment Co., Greens- 
boro, NC, sanitary sewer, storm drainage system & exterior water system; 
Terminix Engineers, soil treatment for termite control; Tri-State Fence 
Builders, Greensboro, NC, steel fences and gates; Weldon Roofing & Sheet 


Metal Co., Weldon, NC, roof deck vapor barrier, roof & deck insulation, 


general roofing, aggregate-surfaced built-up roofing, metal flashing and 
trim, roof accessories, plastic skylights & roof hatches; PPG Industries, 
Inc., general glazing, plate glass, window glass, laminated glass, glazing 
plastics, Glassweld panels & fixed & sliding windows; and William Bayley 
Co., Springfield, OH, exterior panels & security type windows. 

Also, Bonitz Insulation Co., Greensboro, NC, roof deck insulation; 
Bryant-Durham Electric Co., Inc., Durham, NC, all electrical work; J. H. 
Cothran Co., Inc., Altavista, all mechanical work; Crawford Paint Co., 
Greensboro, NC, general painting — interior, exterior & special coatings; 
Alfred D. Hunley, Martinsville, masonry work; Donald Joyner, Raleigh, NC, 
steel erection; Roanoke Iron & Bridge Works, Inc., Roanoke, prison equip- 
ment; Stonnell-Saterwhite, Inc. (now H. E. Satterwhite, Inc.), Richmond, 
glazed wall tile, ceramic mosaic tile, quarry tile & marble; Varner Ceiling 
Co., Greensboro, NC, metal furring & lathing, gypsum board system, 
gypsum plaster, acoustical ceiling suspension system, resilient sheet 
flooring & resilient flooring accessories; Virginia Restaurant Equipment 
Supply Co., Danville, food service equipment; Dover Elevator Co., Rich- 
mond, electro-hydraulic elevators; and Seager Waterproofing, Inc., below 
grade waterproofing, joint fillers, sealants & caulking & exterior panels. 

And, Carolina Pollution Packers, Raleigh, NC, Model 2400 Pollution 
Packer Compactor; Modern School Equipment, Inc., Richmond, chalk- 
boards and tackboards; Porter-Hayden Co., Norfolk, exterior transite 
panels; Felton Bros. Transit Mix, Inc., South Boston, ready-mix concrete; 
Owen Steel Co. of N.C., Inc., Gastonia, NC, structural steel, steel joists, 
reinforcing steel & welded wire mesh, metal decking, handrails, railings & 
steel stairs; Superior Wire and Metal Products, Norfolk, wire mesh parti- 
tions, hinged doors with locks and master-keyed cylinders, service win- 
dows & ceilings; Williams Steel Co., Greensboro, NC, floor hatches & dock 
bumpers; Zimmerman-Evans, Inc., Greensboro, NC, firefighting devices 
-cabinets & fire extinguishers; Ar-Wall, Inc. of Virginia, Richmond, sliding 
& fixed windows with screens; and Roanoke Engineering Sales Co., Char- 
lotte, NC, metal toilet partitions & toilet accessories. 

Others were: Lockhart Manufacturing Co., Charlotte, NC, hollow metal 
work; Snow Lumber Co., High Point, NC, wood casework & wood doors; 
Vulcan Materials Co., Winston-Salem, NC, gravel for temporary road & 
slab-on-grade; Grantham Hardware Co., Greensboro, NC, finish hardware 
— hinges & pivots, locks, latches, bolts, miscellaneous door hardware, 
door control devices, door stripping & seals, & door thresholds; Kuester 
Sales Co., Charlotte, NC, architectural louvers; Neese Material Supply Co., 
Greensboro, NC, building insulation, concrete & masonry supplies; and 
Guaranteed Supply Co., Greensboro, NC, concrete & masonry supplies 

Subcontractors & Suppliers 
SECOND STAGE 

Orkin Extermination Co., Inc., Danville, soil poisoning; Southeastern 
Waterproofing Co., Inc., Charlotte, SC, waterproofing & dampproofing; 
PPG Industries, Inc., Atlanta, GA, glass supplier /installer; Fire Door Corp. 
of America, Bronx, NY, hollow metal; Test & Balance of Orlando, Orlando, 
FL, balancing contractor; Diversified Control Systems, Inc., Greensboro, 


J. H. Martin & Sons Contracting, Inc. 
Excavating — Grading — Curbs — Gutters 


Va. St. Reg. #10432 


Phone 275-1670 
6550 Iron Bridge Road, Richmond, Va. 23234 
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NC, automatic temperature controls; Mechanical Insulation, Inc., Flor- 
ence, SC, mechanical insulation; Taylor Steel, Inc., Longwood, FL, miscel- 
laneous metal supplier; Souther Building Specialties, Inc., Collinsville, 
toilet partitions & accessories, emergency service motor operated doors & 
grille; Florida Steel Corp., Raleigh, NC, supplied reinforcement steel; Bat 
Masonry Co., Inc., Lynchburg, masonry; Southern Steel Corp., San Anto- 
nio, TX, supplied security windows; and Roanoke Iron & Bridge Works, 
Inc., Roanoke, prison equipment. 

Also, G. W. Horrell Equipment Co., Orlando, FL, supplied food service 
equipment; Architectural Specialties, Orlando, FL, supplied rolling grilles 
& doors; Carter's Plumbing & Heating, Inc., Woodbridge, mechanical — 
plumbing, piping, mechanical insulation, automatic temperature control; 
Progressive Products Corp., Roanoke, mechanical; Dover Elevator Co., 
Richmond, elevator; Commercial Caulking Co., Richmond, caulking; Wol- 
verine Porcelain Enameling Co., Detroit, MI, metal insulated panels; Neese 
Materials Supply Co., Greensboro, NC, styrofoam insulation (Dow Chemi- 
cal - supplier); Conseco Industries, Ltd., Little Ferry, NJ, supplied steel 
forms; Mameco International, Cleveland, OH, special coatings supplier; 
Owens-Corning Fiberglas Corp., Toledo, OH, mechanical insulation sup- 
plier; United Electric Co. of Florida, Orlando, FL, electrical; Boston Con- 
crete Products, Inc., South Boston, concrete block; Industrial Roofing, St. 
Petersburg, FL, roofing, roof deck insulation & flashing; Locklando Door 
Manufacturers, Lockhart, FL, wood doors; and Thompson-Arthur Paving 
Co., Danville, paving. 

Subcontractors & Suppliers 
THIRD STAGE 

Felton Bros. Transit Mix Co., South Boston, concrete supplier; Doral 
Manufacturing Co., Inc., hollow masonry doors & frames; Gupton Insula- 
tion Co., Inc., Clarksville, skylights & roof hatch; Architectural Products of 
Virginia, Richmond, finish hardware; John G. Kolbe, Inc., Richmond, food 
service equipment; Central Virginia Drywall Specialists, masonry; J. S. 
Archer Co., Inc., Richmond, overhead doors & grilles; Hungerford Mechan- 
ical Corp., Richmond, mechanical; C. E. Thurston & Sons, Inc., Norfolk, 
insulation; and F. Richard Wilton, Jr., Inc., Ashland, drywall. 

Also, The Williams Bayley Co., Springfield, OH, detention windows; 
Roanoke Iron & Bridge Works, Inc., Roanoke, prison equipment; E. S. 
Chappell & Son, Inc., Richmond, caulking; Ben Collier Electrical Contrac- 
tors, Inc., Richmond, electrical; Owens Steel Co. of NC, Inc., Gastonia, NC, 
steel; PPG Industries, Inc., Richmond, glass & glazing; H. E. Satterwhite, 
Inc., Richmond, ceramic tiles; Harris-Scott Paint Co., Inc., paint; and Miller 
Manufacturing Co., Inc., Richmond, wood doors. 

Subcontractors & Suppliers 
FOURTH STAGE 

Roanoke Iron & Bridge Works, Inc., Roanoke, security equipment; Cen- 
tral Virginia Drywall Specialists, masonry; Ameray Corp., X-ray equip- 
ment; The Williams Bayley Co., Springfield, OH, security windows; M. P. 
Barden & Sons, Inc., Richmond, painting; A. Bertozzi, Inc., Richmond, 
drywall; The Bonitz Insulation Co., Greensboro, NC, roof deck & insulation; 
Ben Collier Electrical Contractors, Inc., Richmond, electrical; Commercial 
Caulking Co., Richmond, caulking; Dover Elevator Co., Richmond, eleva- 
tors; Expert Fence Co., Richmond, steel fencing; Gupton Insulation Co., 
Inc., Clarksville, roofing; and Hanover Iron & Steel, Inc., Ashland, structur- 
al steel. 

Hungerford Mechanical Corp., Richmond, mechanical; Modern School 
Equipment, Inc., Richmond, chalkboards & tackboards; PPG Industries, 
Inc., Richmond, glass & glazing; Roanoke Engineering Sales Co., Inc., 
Roanoke, toilet accessories, vault doors, flagpoles; H. E. Satterwhite, Inc., 
Richmond, glazed tile; C. B. Smith, Richmond, ceilings & resilient flooring; 
Southeastern Waterproofing & Concrete Co., Inc., Richmond, waterproof- 
ing; Superior Fireproof Door, hollow metal doors & frames; Thompson- 
Arthur Paving Co., Greensboro, NC, asphalt paving; Weaver Bros., Inc., 
Newport News, architectural woodwork; and Standard Electric Fire Alarm 
Systems, fire alarm. 


Shoffner Industries of Virginia, Inc. 


QUALITY PRODUCTS FOR QUALITY BUILDERS 
P. O. Box 12085 NORFOLK, VA. 23502 
PHONE 466-8122 AREA 804 
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First Virginia Bank 


Operations Center, Roanoke 


Byron R. Dickson — Architect 
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First Virginia Banks, Inc. has opened their 
Southwest Operations Center in Roanoke. 

The new facility will serve as a local process- 
ing center and headquarters for the internal au- 
diting and marketing staffs for First Virginia's 
seven Western Region banks. The processing 
functions are now handled individually in of- 
fices at First Virginia Bank-South, Danville; First 
Virginia Bank-Franklin County, Rocky Mount; 
First Virginia Bank of Southwest, Radford; First 
Virginia Bank-West, Narrows; First Virginia 
Bank of Bland County and the Roanoke Valley 
bank. 

Staffing of the new facility will draw both 
from present First Virginia personnel and new 
employees. Originally the operation will require 
45 to 55 persons with projections of 175 to 200 
expected to be reached within five years. 

Henry Howard Hicks Jr., president of First 
Virginia Bank of the Southwest at Radford, has 
been named a vice-president of the parent cor- 
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poration and will be responsible for organizing 
and operating the center. 

Located adjacent to Roanoke Municipal Air- 
port on what was formerly the Coulter farm, the 
center will have access to a runway at the air- 
port so that timely delivery of bank clearings 
can be made to the Federal Reserve Bank in 
Richmond daily. 

Under the direction of Days Construction 
Company, the building phase was completed in 
only five months. The 19,000 square foot struc- 
ture cost $1,000,000 to construct. Notably, time 
and cost budgets were maintained to the satis- 
faction of the owner — a significant fact indeed 
when considering the complexity and quality of 
the space provided together with seasonal 
weather factors. 

The site is relatively flat with no distinguish- 
ing surface features. Access is provided via a 
service road which supports other business 
activity at the eastern portion of the airport. 
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General Contractor, Days Construction Co., Inc. е Pho- 
tography by the Architect. 


Paved parking facilities occupy the south and 
west side of the site. A loading platform is pro- 
vided along the the south elevation and service 
access is integrated into the vehicular circula- 
tion scheme. 

The facility contains three general activity 
areas: administration, data-processing, and 
employee support. 

Simplicity and use of off-the-shelf technology 
were the primary objectives which enabled the 
cost and delivery time goalsto be achieved. The 
substructure and foundation system is entirely 
reinforced concrete. The primary above-grade 
structural system is a pre-engineered steel 
frame manufactured by Varco-Pruden Metal 


(Continued on page 91) 


d 


71 


Brandermill Medical Center 


Midlothian 


G. Warren Vaughan, AIA — Architecture 
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Located in Brandermill, a planned community 
in Midlothian, the Brandermill Medical Center is 
the result of a seven-year effortto provide multi- 
specialty medical services to the residents of 
Brandermill and western Chesterfield, Powha- 
tan and Amelia counties. The facility is planned 
to serve as a satellite office for established med- 
ical practices. 

Phase One of the medical center consists of 
three two-story modules of 5,000 square feet 
each. The building exterior is cedar siding, 
which complements the natural setting. The 
three modules are interconnected by covered 
walkways on each floor. Skylights in the roof 
and a series of balconies at the second-floor 


wood decks create a vertical flow of space and 
provide natural lighting in the walkway areas. 
Phase Two will consist of three additional inter- 
connected modules. 

First Colony Associates, Inc. of Richmond 
was general contractor for the project. 

Subcontractors & Suppliers 
(Richmond firms unless noted) 

Laird's Nursery, Glen Allen, landscaping; J. H. 
Martin & Sons, paving contractor; Southern 
Waterproofing & Concrete Co., Inc., concrete 
contractor, waterproofing & caulking; Nye- 
Moore Masonry, Inc., masonry contractor/sup- 
plier; Morris Industries, Inc., reinforcing & mis- 
cellaneous metal; R. C. Goodwyn & Sons, Inc., 
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Mechanical/Electrical Engineer, Emil J. Lenzi, Jr., е 
Structural Engineer, Dunbar Milby & Williams e Civil 
Engineer, Robert K. Carter e General Contractor, First 
Colony Associates, Inc. е Photography, б. Warren 
Vaughan, AIA, Architecture. 


Powhatan, structural wood; and B & J Cabinet 
Co., Inc., cabinets. 


Also, Chesterfield Roofing, Inc., Midlothian, 
roofing; Daveport Insulation, Inc., all insulation; 
Pella Virginia Inc., glass & windows; Massey 
Builders Supply Corp., wood doors; Pleasants 
Hardware, hardware supplier; Falling Creek 
Building Supply, Inc., Chesterfield, gypsum 
board supplier; Manson & Utley, Inc., acoustical 
treatment (ceiling); R. Percy Glidewell, Chester, 
painting contractor; J. M. Clements, Inc., plumb- 
ing contractor; W. G. Speeks, Inc., Midlothian, 
heating/air conditioning contractor; and Hum- 
phrey Electric Co., Inc., electrical contractor. 
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Lake of the Woods Clubhouse 


Locust Grove 


Strang, Downham and Samaha — Architect 


Mechanical/Electrical Engineer, Eisenhower, Ltd. e 
Structural Engineer, Thomas Downey * Interior De- 
sign, Taffer/Frank Assoc., Ltd. ® General Contractor, 
Н. B. Sedwick, Jr., Construction Co., Inc. ® Photog- 
raphy, Semon $. Samaha. 


Lake of the Woods community experienced 
the unfortunate circumstance of losing approx- 
imately 90 percent of the Lakeside Clubhouse in 
a fire. 

The Home Owners’ Association asked that the 
new clubhouse be designed in such a way thata 
number of activities could function at one time, 
and that major rooms would be multi-purpose 
spaces. 

H. B. Sedwick, Jr. Construction Co., Inc. of 
Orange was general contractor for the project. 
Subcontractors & Suppliers 

F & H Enterprises, Unionville, paving contrac- 
tor; Culpeper Concrete Co., Culpeper, concrete 
supplier; Webster Brick Co., Inc., Roanoke, 
masonry manufacturer; Riverton Corp., River- 
ton, masonry supplier & mortar; Associated 
Steel Products, Inc., Charlottesville, steel sup- 
plier; Commonwealth Components, Inc., Char- 
lottesville, structural wood; Alonzo Ours, Jr., 
Manassas, built-up roof; Virginia Metal Indus- 
tries, Inc., Orange, metal doors & frames; James 
A. Cassidy Co., Inc., Beltsville, MD, windows; 
and Pleasants Hardware, Richmond, hardware 
supplier. 

Also, R. C. Lee's Carpet Mart, Fredericksburg, 
ceramic tile, resilienttile, carpet & special floor- 
ing; Billy Doggett & Son, Culpeper, painting con- 
tractor; Dagenhart Sprinkler Co., Richmond, 
sprinkler contractor; Robert B. Payne, Inc., 
Fredericksburg, plumbing /heating/ventilating/ 
air conditioning contractor; David M. Wolfford & 
Son, Inc., Rixeyville, electrical contractor; Bar- 
ranger & Co., Inc., Richmond folding partitions; 
Certified Lightning Protection Co., Fredericks- 
burg, lightning protection; and Otis Elevator Co., 
Richmond, dumbwaiter. 
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Master Bedroom Wing Addition 


Goochland County 
Robert Buford — Architect 


Structural Engineer, David Morris, Р.Е. ® General 
Contractor, Thomas H. Harris, Jr., Builder, Inc. 


Leisure 
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The central portion of this French provincial 
style home was built in the early 1950s. The 
north wing with dining room, kitchen and family 
room, and garage were subsequently added 
closely following the appearance of the original 
design on the east elevation but with some 
changes (to the west elevation) dictated by plan 
modifications. When the owners decided to 
complete the composition with the addition of 
the south wing it was felt that the east elevation 
should again be faithful to the original design 
though program requirements suggested a fairly 
radical departure from the original plans. 

To avoid shutting off the existing living room 
from any source of light a garden room with a 
16’ x 16’ skylight and a lowered slate floor was 
made the space connecting the master bedroom 
Suite with the existing house. On the east side 
within the plan of the original design a large 
study with a fireplace will be used as a child’s 
bedroom initially. The interior bathroom con- 
tains two sinks, a dressing table, and whirlpool 
bath and oversized shower. Shower and bath 
are lit by skylight. On the west side the passage 
to the master bedroom is lined with book 
shelves and provides access to a fixed attic 
Stair for storage. The master bedroom contains 
a dressing area with two full sized closets and 
two built in chests of drawers, a structural 
"canopy" and raised ceiling above the bed anda 
small sitting area within the bowed wall looking 
on to the rear yard. A small south facing sun 
court is sheltered by a trellis, provided privacy 
by a lattice panel on the front of the house and 
provided with an outside shower head. A sewing 
room on the southwest corner will serve as an 
infant’s bedroom initially. On the west side a 
terraced area complements the garden room 
and atrellised court parallels on the exterior the 
transition from public to private, and shades the 
passage from garden room to master bedroom 
from the western sun. 

Location of the circulation axes was given, on 
the east by access from the existing entry hall, 
on the west by access through an existing win- 
dow location from the living room. The spaces 
thus defined were not easily reconciled to pro- 
grams needs. By means of baroque undulations 
Circulation areas could be contracted and axes 
shifted and a play made of curvilinear forms 
against the orthogonal frame established by the 
Original design. Finally, at the master bedroom, 
where the form is no longer tied to the original 
design the new curvilinear order is expressed on 
the exterior west wall. 

Thomas H. Harris, Jr., Builder, Inc. of Rich- 
mond was general contractor and handled con- 
Crete work and carpentry. 

Subcontractors & Suppliers 
(Richmond firms unless noted) 

В. Н. Pierson, masonry contractor; Richmond 
Steel, Inc., steel supplier; James River Building 
Supply Co., structural wood; Ruffin & Payne, 
Inc., millwork; Jacob’s “Ladder” Construction, 
built-up roof & other roofing; J. N. Wolfe, gyp- 
sum board contractor; H. E. Satterwhite, Inc., 
ceramic tile; Ellington Brothers, painting con- 
tractor; Wade L. Eatmon Plumbing & Heating, 
plumbing contractor; H & H Heating & Air Condi- 
tioning, Manakin, heating contractor; Stuart 
Sharpe Electrical Contractor, electrical contrac- 
tor; and Wasco Products, Inc., skylights. 
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New Ghent Townhouses 
Norfolk 


Morrisette, Cederquist, Bondurant — Architect/ Engineer 


Located in the redevelopment area of down- 
town Norfolk, this group of eight townhouses 
turns a fenced rear yard toward a busy side 
street which serves a commercial center across 
the street. The units face a quiet park setting in 
the interior of the block where the private drive, 
front door and garage entrances are located. To 
minimize the clutter of parked cars, fenced entry 
courts with landscaping and exposed aggregate 
concrete paving provide a sheltered entry and 
access to unit garages. The three-story town- 
house is organized around a split level stairwell 
with the garage and entry on ground level, kit- 
chen, dining room, utility room, lavatory and 
dining deck on the second level. The third level 
features a 12' ceiling living room and exterior 
deck overlooking the park. The fourth level 
includes the master bedroom, study, private 
deck and master bath and the top floor, two 
bedrooms and bath. 

Masonry fire walls separate units and lapped 
cedar siding and Dryvit compose the exterior 
finishes. High ceilings and hardwood floors 
echo the interiors of older adjacent homes while 
the three exterior decks provide the outdoor 
living options of contemporary living. The dis- 
tinctive fence design utilizes the structural 
capabilities of each board, set at 90? to each 
other and joined at their edge, to form a rigid 
facing and one of depth and shadows. 


Winters Construction Company of Norfolk 
was general contractor and handled carpentry. 


Subcontractors & Suppliers 
(Norfolk firms unless noted) 

Welch Pile Driving Corp., Suffolk, piling; Winn 
Nursery, Inc., sodding, seeding, etc. & landscap- 
ing; Variagated Construction, Virginia Beach, 
paving contractor, foundation & concrete con- 
tractor; Lone Star Industries, Inc., Virginia 
Beach, concrete supplier; Union Brick Construc- 
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tion Corp., Virginia Beach, masonry contractor; 
Batchelder & Collins, Inc., masonry manufactur- 
er/supplier & equipment; Addington-Beaman 
Lumber Co., Inc., structural wood, millwork, & 
metal doors & frames; and Greenwich Supply 
Corp., cabinets. 

Also, AAA Roofing, Chesapeake, roofing; Ted 
Lansing Supply Co. of Norfolk, windows; Sea- 
board Paint & Supply Co., Inc., hardware sup- 
plier; Econo Drywall & Plastering Co., gypsum 
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Project Architect, Thomas H. B. Morrisette © Structu- 
ral Engineer, Herbert 1. Bondurant, MCB ® General 
Contractor, Winters Construction Co. e Photography, 
Tamte-Wilson. 


board contractor & painting contractor; Ceramic 
Tile of Florida, Inc., Virginia Beach, ceramic tile; 
New Floors, Virginia Beach, resilient tile & 
carpet; Norfolk Paint Co., Inc., wall covering; 
Plumbing Systems, Inc., Virginia Beach, plumb- 
ing fixture supplier & plumbing contractor; and 
Smith & Keene Electric Service, Chesapeake, 
heating/ventilating/air conditioning/electrical 
contractor & lighting fixtures/electrical equip- 
ment supplier. 
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CENTRIFUGALLY ( 
PRESTRESSED 


Low Cost 
Long Life 
Attractive 
Maintenance-Free 


Direct burial . . . no 
costly foundations. Set 
pole on single trip to 
site. 


Poles' mass protects 
luminaire by minimizing 
vibration from wind or 
vandals. 


———— 


Standard poles for street 
and area lighting. 


Custom poles for special 
lighting, distribution, 
and transmission. 


Lengths to 130 feet. 


WRITE FOR DETAILS 


BAYSHORE 
CONCRETE 
PRODUCTS 


CORPORATION 
CAPE CHARLES, VA. 


PHONE (804) 331-2300 
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Isle of Wight/Franklin Skating Rink 


Isle of Wight 
Krummell & Jackson Associates, P.C. — Architect 


With government spending being sharply cur- 
tailed the Department of Parks and Recreation in 
the Virginia County of Isle of Wight has devised 
their own partial funding program to insure that 
they can offer their citizens superior benefits for 
the uncertain future. In conjunction with the 
neighboring City of Franklin, they built а recrea- 
tional facility to serve mutual needs. 

Three years ago the Department of Parks and 
Recreation performed a need study in the area 
which demonstrated a large population that 
would be interested in a facility providing family 
entertainment. At that time, several options 
were discussed that would fulfill these needs; a 
skating rink was decided upon because it would 
require considerably less overhead. 

Renovation of an existing structure was con- 
sidered for the project, but deemed not feasible 
upon close inspection. Then several funding 
projects were initiated which ultimately paid for 
the entire project without government subsi- 
dies. Once the funds were available, the archi- 
tectural firm of Krummell & Jackson Associates, 
P.C., Virginia Beach, Virginia, was commis- 
sioned to design the new facility. 

The Isle of Wight/Franklin Skating Rink can 


im 
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accommodate 400 skaters in a bright, attractive 
and thoroughly modern facility. The building 
features a 120' x 60' polyurethane coated floor, 
snack bar, game room and professional sound 
and lighting systems. A special added feature is 
a sophisticated "light-painting" which when 
combined with a special effects projections sys- 
tem can enhance any change in music, mood, or 
special occasion. 

Alan Nogeíc, Director of Parks and Recrea- 
tion, stated, "People are going to be very proud 
of this facility. It has all the best equipment and 
features available in an extremely inviting 
environment. Throughout the entire project, 
Krummell & Jackson Associates demonstrated 
not only their design capability, but also the 
experience and expertise necessary to coordi- 
nate all the various disciplines required to bring 
the project from concept to reality in only eight 
months." 

The public response to the rink is reported as 
GREAT! Two thousand local residents tested the 
rink and their skill the first week. They have had 
up to 400 people skating per session. Mr. Nogeic 
was pleased to report that "an even representa- 
tion of our population seems to be present at all 
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Mechanical/Electrical Engineer, Old Dominion Engi- 
neering ® Structural Engineer, Stroud, Pence & Assoc- 
iates e Civil Engineer, C. Allan Bamforth e Interior 
Design, Krummell & Jackson Associates, P.C. e Gen- 
eral Contractor, Lockwood Brothers, Inc. ® Photo- 
graphy by the Architect. 


times." They plan to open the rink for Social 
Organizations in the fall. 

The rink is totally self-sufficient. The money 
raised above the operating costs will go back to 
the Department of Parks and Recreation to sub- 
sidize their operating budget and develop addi- 
tional programs and facilities. Mr. Nogeic stated, 
"The profit from the rink will justify the exis- 
tence of the Department of Parks and Recreation 
in the county and in turn be a benefit to all the 
taxpayers, whether they use the facility or not." 

Lockwood Brothers, Inc. of Hampton was 
general contractor and handled foundations, 
carpentry and built-up roof. Isle of Wight County 
Department of Parks & Recreation handled land- 
scaping. 

Subcontractors & Suppliers 

H. J. Ler & Son, Franklin, excavating; Suffolk 
Products Corp., Suffolk, concrete contractor; 
Adams Block, masonry manufacturer; | & R 
Cabinet Shop, Hampton, cabinets; Walker & 
Laberge Co., Inc., Newport News, metal doors & 
frames & windows; Seaboard Paint & Supply 
Co., Inc., Newport News, wood doors; H & P 
Hardware & Specialty, Inc., Portsmouth, hard- 
ware supplier; Broccuto Drywall & Acoustic, 
Newport News, gypsum board contractor; South- 
eastern Tile & Rug Co., Inc., Hampton, carpet & 
VAT; and Colonial Painting Co. of Tidewater, 
Virginia Beach, painting contractor. 

Also, PPG Industries, Inc., Pittsburgh, PA, 
paint manufacturer; Engineering Steel Equip- 
ment Co., Norfolk, specialties; Automatic Equip- 
ment Sales of Norfolk, equipment; Noland Com- 
pany, plumbing fixture supplier; W. C. Sawyer 
Plumbing Co., Inc., Carrollton, plumbing con- 
tractor; Battery Park Contractors, Battery Park, 
heating /ventilating/air conditioning contractor; 
Graybar Electric Co., Inc., Norfolk, lighting fix- 
tures supplier; J. W. Tabor & Son, Inc., Chesa- 
peake, electrical contractor; American Build- 
ings, Eufaula, AL, metal building; and Ambas- 
sador Enterprises, Inc., sound & light systems. 
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Pony Pasture Ranger/ Comfort Station 


James River Park, Richmond 


Abbott Associates — Architect 


General Contractor, Heindl-Evans, Inc. e Photography, 
Carlton Abbott. 


Program 

Over the years there has been an increased 
public use of swimming holes in an area of the 
James River Park in the City of Richmond. Citi- 
zens who live іп the neighborhood asked the city 
to develop an organized parking area and 
policed comfort station at the site. The site is 
subject to periodic flooding and required that 
the building and site amenities be flood proof. 


Narrative 

The planis divided into two levels with public 
activities organized on the ground floor. All fix- 
tures and finish materials on the ground floor 
were selected for their ability to be as vandal 
resistant as possible and be easily reactivated 
after a flood. Access to the ground floor is 
through the large roll down door which opens 
into a lobby with a display describing the his- 
tory of the river. 

On the upper level there is a park rangers' 
office that overlooks the 125-car parking area. 
Systems of sliding doors were composed to 
provide security from vandalism. The masonry 
arch is a recall of the traditional structures 
along the river. 


Project Worthy of Comment 
Tidewater Chapter — AIA 1982 


Construction Credits 

Heindl-Evans, Inc. of Mechanicsville was 
general contractor and handled foundations, 
concrete work, reinforcing, carpentry, water- 
proofing, caulking and foundation insulation. 

Subcontractors & Suppliers 

Other Mechanicsville firms were: Seaboard 
Contractors, Inc., excavating & sodding, seed- 
ing, etc.; and Custom Roofing, Inc., sheet metal. 

Richmond firms were: Lee Hy Paving Corp., 
paving contractor & stonework contractor; 
Massey Concrete Corp., concrete supplier; Red- 
ford Brick Co., Inc., masonry supplier; A. E. Tate 
Lumber Co., Inc., millwork & special wall finish; 
Basic Woodwork, cabinets; J. S. Archer Co., 


(Continued on page 91) 
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Werneck Poolhouse 
Fairfax County 


Design Plus, Inc. — Architect 


Associate-in-Charge of Design, Dwight McNeill e Land- 
scape Architect, Rich Redler e General Contractor, 
Joe Howell e Photography, Dwight McNeill 


This poolhouse does all the usual things you'd expect — there's a 
changing room, a shower and a toilet, a wet bar and room for storage; but 
its also does something more. . . 

As part of the view from the main house - an eclectic nineteenth century 
"Colonial" on a hill above the Potomac - the poolhouse is a Colonial 
"accessory" nestled in the boxwoods lining the lawn; taking its cue from 
its historic neighbor, Mount Vernon. . . 

The poolhouse is also a gate — entering it, the pool is suddenly visible 
for the first time, as is the river a few yards beyond. The playfully 
manipulated structure embraces the pool, framing the view. . . 

Poolside, the poolhouse is a backdrop for fun and sun — lattice fills the 
space where logic would normally dictate a roof, the shower is enclosed 
yet open to the sky, and the bar is shady — a cool retreat. 

Joe Howell of Wheaton, Maryland was general contractor for the 
project. 

Subcontractors & Suppliers 

Costa Construction, Alexandria, concrete; Hershel Barlow, Alexandria, 
plumbing; Testerman Electric Service, Woodbridge, electrical; Stone 
Owens, Alexandria, roofing; Galliher & Huguely, Washington, DC, lumber; 
A.B.C. Distributors, Arlington, hardware; Captial Lighting & Supply, Inc., 
Alexandria, lighting supplies; Noland Co., Falls Church, plumbing sup- 
plies; Minwax, wood sealer; and American Standard, plumbing fixtures 
manufacturer. 
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Piedmont Aviation 


Aircraft Storage Hanger, Roanoke Municipal Airport 


Byron R. Dickson — Architect 


Continuing their rapid growth, the General 
Aviation Terminal of Piedmont Aviation, Inc. 
will soon add a fourth structureto their Roanoke 
Municipal Airport facility. 

Phase one of Piedmont's complex was com- 
pleted in late 1976 and reported in the VIRGINIA 
RECORD in the May 1977 issue. 

The strong demand for general aviation stor- 
age accommodations has prompted Piedmont 
to proceed with construction of a 34,600 square 
foot hangar facility, which is scheduled to 
receive aircraft during the summer of 1982. 

George Litchard, facility manager, reports 
thatthe need is such as to insure full occupancy 
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almost immediately after completion. The new 
hangar will house 25 to 30 aircraft of the single 
engine to medium twin variety. 

Under the direction of the S. Lewis Lionberger 
Co., construction is expected to take between 
four and five months. Costs are set at $430,000 
for the completed facility. 

The new structure faces south and is adjacent 
to the main east-west taxiway which was for- 
merly runway 9-27, closed in the late sixties. The 
airport retains two active runways, one of 
which is presently being lengthened by 900 feet. 

Unique to the storage concept is the combina- 
tion of totally enclosed and partially enclosed 
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General Contractor, S. Lewis Lionberger Co. 


space. The difference being the high perfor- 
mance vertical bi-parting doors which protect 
approximately one-third of the covered area. 

The primary structural system, which is a 
pre-engineered metal building, will be furnished 
by Armco Steel. Clear spans are sufficient to 
accommodate a wide variety of general aviation 
aircraft. A concrete wheel slab is provided 
between the columns. Planes will stack three 
deep in the semi-enclosed areas adjacent to the 
enclosed storage. Piedmont personnel will han- 
dle all aircraft movements in and out of the new 
hangar. Access to the facility will be on a 24- 
hour basis. 

Having to hustle to meet the growing demand 
for storage capacity with which to accommo- 
date the surge in general aviation activity, 
Piedmont has already begun planning for addi- 
tional hangar space to be located east of the 
present facility. 

S. Lewis Lionberger Co. of Roanoke, the gen- 
eral contractor, also handled foundations, con- 
crete work, steel erection and carpentry. 

Subcontractors & Suppliers 
(Roanoke firms unless noted) 

Thomas Brothers, Inc., Salem, excavating; 
Yagle Nurseries, Elliston, landscaping & land- 
scaping contractor; Adams Construction Co., 
Inc., paving contractor; Valley Steel Corp., 
Salem, reinforcing; Roanoke Ready Mix Con- 
crete Corp. and Salem Ready Mix Concrete Inc., 
Salem, concrete suppliers; Clinton Carroll, Vin- 
ton, masonry contractor; Armco Building Sys- 
tems, Cincinnati, OH, steel supplier, steel joists, 
metal doors & frames; and Al-Steel Fabricators, 
Inc., miscellaneous metal & handrails. 

Also, Western State Insulation Co., roof & wall 
insulation; Hesse and Hurt, Inc., painting con- 
tractor; Bud Weaver Heating & A/C Co., heating/ 
ventilating contractor; Varney Electric Co., Inc., 
electrical contractor; and Mosher Door Co., 
Riceville, ІА, hanger doors. 
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Tait Residence Addition 
rlington 


Design Plus, Inc. — Architect 


Partner-In-Charge, Joanne Goldfarb e General Con- 


tractor, Barlow's, Inc. е Photography, Joanne Gold- 
farb. 
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The owners wished to have a new space for 
dining and entertaining on the first floor, with 
access to a deck they had built the previous 
year. They also wanted to expand the kitchen 
work area without alteration of any kind to the 
existing kitchen. On the second floor they 
required a new master bathroom. In addition to 
these functional needs they wished the new 
spaces to be high, light and airy. They further 
specified that there was not to be a view of their 
neighbors to the south. 


The two masses, one vertical, one horizontal, 
are the result of the small second-story bath 


15t FLOOR 
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being contained within the kitchen extension. 
The larger dining room mass stands alone and 
its shape is a response to the angled side yard 
requirement. The roof line resulted from trying 
to achieve height without blocking out the bed- 
room windows. In the dining room a vaulted 
section was used to help bounce light and 
accomplish height. The owners’ beautiful an- 
tique table is the same shape in plan as the 
vault. 


Barlow's, Inc. of Falls Church was general 


contractor and handled excavating, founda- 
tions, masonry, carpentry, drywall, millwork, 


2nd FLOOR 
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waterproofing, caulking, electrical, painting, 
concrete and roofing. 
Subcontractors & Suppliers 

Joe Greer Plumbing & Heating Co., Broad Run, 
plumbing; Medallion Industries, Inc., Bowie, MD, 
HVAC; Northern Virginia Floors, Inc., Arlington, 
hardwood floors; Sheet's Wholesale, Vienna, 
hardware; Duron Paints, Falls Church, paint; 
Noland Co., Falls Church, plumbing supplies; 
Virginia Concrete, Springfield, concrete; Virgin- 
ia Clay Products, Inc., Alexandria, masonry; 
Joseph M. Catalano Co., Inc., electrical supplier; 
and Herndon Lumber & Millwork, Inc., Herndon, 
lumber, wood doors & windows. 
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D. A. Hitt 
Electric 


St. Reg. 411215 


Bryan, Inc. 
Mechanical Contractor 


e 
Commercial — Industrial 


Phone 703-241-7877 


Phone 804-295-3121 


1214 Monticello Road 


W. Jeff 1 
Charlottesville, VA 22901 132 W. Jefferson St 


Falls Church, VA 22046 


Martin Bros. Contractors, Inc. 


General Contractors 
: 5 
Aus 


2213 Patterson Ave., S.W. ROANOKE, VIRGINIA 


K & L PLUMBING & HEATING 
CO. 


St. Reg. #10272 
Plumbing Contractors 


COMMERCIAL — INDUSTRIAL 


Phone 804-622-1837 
3119 Beachmont Avenue, Norfolk, Va. 


[= Г | Да 
ARMCO  Armco Building Systems 


V 


S. Lewis Lionberger Co. 


‘... your full service commercial 
building contractor...” 


P. O. Box 4217 
2714 Roanoke Avenue, S.W. 


Telephone 342-8984 
ROANOKE, VA 24015 
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Dover 


Elevator Co. 
New Address in Richmond, Va. 


6717 Janway Road 
Richmond, Va. 23228 


Also — Roanoke & Norfolk, Va. 


Thos. H. Harris, Jr. 
Builder, Inc. 
Builder of Custom Homes 


Phone 282-1907 
If No Answer Call 740-8636 


9001 Three Chopt Road 
Richmond, V A 23229 


Richard A. Oliva 
& 
Sons, Inc. 


MARBLE e TERRAZZO e TILE 
CONTRACTORS 


Charlottesville, Va./Phone 293-3352 


Southern Waterproofing 
& Concrete Co., Inc. 


1704 Arlington Road 
RICHMOND, VA. 


804-355-7876 


THE [|horo SYSTEM 
Protects the Earth's Masonry 
THOROSEAL 
to fill and seal the surface 


THOROSHEEN 
for a beautiful finish 


WATERPLUG 


to stop the leaks 


@ SAND BLASTING 
@ BRICK POINTING 
@ RESTORATION 


RESIDENTIAL—COMMERCIAL 


SINCE 1947 


Founded 1878 


FOR 
THE 
RECORD 
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Senator Warner Among Speakers 


Although the full agenda for AGC/Va's Janu- 
ary 1983 Convention was not available at press 
time, some of the planned highlights follow. 

Senator John Warner will be the featured 
speaker at the Awards Luncheon on Jan. 22, 
1983, one of the highlights of the Annual Con- 
vention of the Associated General Contractors 
of Virginia. The three-day convention, tradition- 
ally held at The Homestead, Hot Springs, will 
center on a theme of "The Magic of Marketing." 


HARRIS 


PAINTING 
CONTRACTORS 
Walter C. Harris — Owner 


Residential — Commercial 
Interior — Exterior 
Painting e Paper Hanging 
Interior Decorating 
Prompt Service — Quality 
Workmanship 
Call Collect 266-0906 
Free Estimates 


5520 Lakeside Ave. — REAR 
Richmond, Virginia 
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At January 1983 AGC Convention 


Jack Spink, President, Marketing Services, 
Inc., Pittsburgh, nationally-known expert on 
marketing construction, will conduct two ses- 
sions on various aspects of marketing on Friday 
and Saturday. 

Dr. R. L. Noran, “Master of ESP,” will be Fri- 
day's luncheon speaker. His presentation, "Step 
Into a New Dimension," will both entertain and 
encourage the audience to become aware of 
their own possibilities for expanding their men- 
tal perceptions and awareness. 

A program for AGC ladies has been developed 
by Mrs. Ginny Bays, wife of AGC of Virginia's 
current president, Jack Bays (Jack Bays, Inc., 
McLean). Special events include sessions on 
self-enhancement through color choice by 
Louise Wiltshire of "Color Me Beautiful," dem- 
onstration by a hairstylist, and a fashion show. 

Entertainment and excellent music for danc- 
ing will be provided by the popular Howard Dev- 
ron Orchestra on both Friday and Saturday, fol- 
lowing the Annual Banquet. 

This year's convention committee is headed 
by Nick Costellano (Fred S. James & Co., Inc. of 
Va., Arlington), and includes Peter Lynch (Marsh 
& McLennan, Inc., Washington, DC); S. Lee 
Parker (Southern Iron Works, Inc.), James Tan- 
sey (Walstad Kasimer Tansey & Ittig, Washing- 
ton, DC). The committee worked closely with 
President Jack Bays, (Jack Bays, Inc., McLean). 


321 Lynn Street 


ASAE Certification 


Virginia Restaurant Equipment 
Supply Company 


Food Service Equipment Contractors 


Canville, Va. 24541 


Duckhardt Recognized with 


The American Society of Association Execu- 
tives, Washington, D. C., recently awarded Cer- 
tified Association Executive honors to James F. 
Duckhardt, Executive Director of the Associated 
General Contractors of Virginia, Inc., with head- 
quarters in Richmond. The awards were an- 
nounced at the August convention of ASAE in 
Chicago, Illinois. 

Duckhardt has been Executive Director of the 
Associated General Contractors since 1968. He 


Phone (804) 792-0356 


JOHN D. CLAYBORNE, INC. 


General Contractor 
RESIDENTIAL—COMMERCIAL 


Phone 703-241-1088 


100 W. Jefferson St. 


Falls Church, Va. 22046 
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A GROWING 
PART OF THE 
VIRGINIA LANDSCAPE 
SINCE 1876. 


From 600 acres of trees and shrubs to sod, 

seed, and thousands of plants, let Virginia's 

leading exterior decorators get you off to a 
beautiful start. 


ВЯ WATKINS NURSERIES, INC. 


15001 Midlothian Turnpike 
Midlothian, Virginia 23113 (804) 794-5016/648-3306 


Lemmon Transport Company, Inc. 


Bulk Distribution Specialist e Liquids—Dry Bulk 
Customized Service—Intermodal Facilities 
Corporate Office; Marion, Va. е 703-783-7261 


"BUILD WITH BRICK" 


BRICK CONTRACTOR 


2308 ANNISTON ST. RICHMOND, VIRGINIA 23223 PHONE 649-7636 


R. L. DRESSER, INC. 


Flooring Contractor 


COMMERCIAL 
INDUSTRIAL 


FRANCHISED DEALER FOR 
ROBBINS FLOORING COMPANY 


ACOUSTICAL TILE — RESILIENT TILE 
Telephone (919) 876-4141 4100 Winton Road 
RALEIGH, NORTH CAROLINA 27609 
LICENSED INSTALLER OF ROBBINS LOCK-TITE, PERMACUSHION, IRON BOUND AND SYNTHETIC FLOORS 


holds a BS degree in Business Administration 
from the University of Richmond and has been 
active in the construction industry since student 
days when he was employed part-time by Ross 
Iron Works and Liphart Steel. After graduation 
he continued full-time work in the industry. In 
1960 he became Executive Director of the Virgin- 
ia Lumber and Building Materials Dealers Asso- 
ciation, a position he held till joining the staff of 
the AGC of Virginia. 


To qualify for certification from the American 
Society of Association Executives, applicants 
are required to submit a personal data form and 
successfully complete a comprehensive exami- 
nation. Candidates must also have the required 
number of years as an association executive 
and agree to follow ASAE Standards of Conduct. 
Certification is prized among association profes- 
sionals. 

The American Society of Association Execu- 
tives, Washington, D.C. is a voluntary member- 
ship society of 10,000 executives who manage 
leading business, professional, educational, 
technical, and industrial association. These 
members, in turn, represent an underlying con- 
stituency estimated at more than 55 million 
individuals and firms belonging to national, 
regional, state and local associations. 


Acquisition of Elkton Limestone 
Increases Luck Stone's 
Capabilities 


Luck Stone Corporation, with home offices in 
Manakin, has recently finalized the acquisition 
of Elkton Limestone, located near Elkton. The 
firm has already started the installation of a 
new modern crushed stone plant. It was antici- 
pated the first phase of the new plant would be 
in operation by late September. 

The stone is high quality Dolomitic material, 
and the plant will be making Aglime for agricul- 
tural use, as well as crushed stone. 

With this addition, Luck Stone Corporation 
now has eight crushed stone plants in Virginia. 


R. E. WRIGHT ELECTRICAL CONTRACTORS, INC. 


Serving 


D.C., MARYLAND AND VIRGINIA 


Phone (301) 568-4500 
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Certificate Offered for Construction Management Courses 


A newly revised schedule of courses for construction management Marketing for Contractors 
personnel has just been published by the Associated General Contractors March 30, 1983 — Lexington 
of Virginia. The Certified Construction Management Program, developed Construction Contract Administration 
jointly by the AGC of Virginia in cooperation with the Virginia Polytechnic April 13-14, 1983 — Williamsburg 
Institute and State University's Business Extension Office, can lead to г ; i 
certification or professional development. The courses are open to any Project Scheduling for Contractors 
who are interested. April 27-28, 1983 — Charlottesville 
Here are the remaining courses listed for the 1982-83 year with the dates Cost Reduction Techniques for Contractors 
and the cities in which they will given: May 11-12, 1983 — Roanoke 
Estimating and Bidding for Contractors 
November 17-18, 1982 — Williamsburg The basic requirement for earning a certificate in the Certified Construc- 
Construction Safety for Supervisors tion Management program is to complete any 15 seminar days selected 
December 8, 1982 — Lynchburg from the courses listed. Certification requirements can be completed in 
Managing People in Construction one year, or credits earned can be carried over until the 15 seminar days 
Part | - February 10-11, 1983 — Richmond a ee ee — PPM 
Part Il - February 24-25, 1983 — Richmond plete description of the classes and details concerning the Certi- 


| fied Construction Management program can be obtained by writing to the 
Construction Law | Associated General Contractors of Virginia, Р. 0. Box 6878, Richmond, Va. 
March 9-10, 1963 — Fredericksburg 23230, or phone (804) 359-9288. 


Edward G. Carson 
& 
Associates, Inc. 
ASLA 


Landscaping Architects 
& 
Land Planners 


Gregory Construction Co., Inc. 


GENERAL CONTRACTOR 
COMMERCIAL — INDUSTRIAL 
9410 Prince William St., Manassas, Va. 22110 Phone 368-8181 


4505 Colley Ave. Phone 489-1898 
Norfolk, VA 23508 


кодеглаг 


CORPORATION Martinsville, VA 24112 


DeHART TILE, INC. 


St. Reg. #10216 
Custom Tile Work Commercial — Residential — Industrial 
CERAMIC — MARBLE — STONE — TERRAZZO — QUARRY 
P. O. Drawer 769 CHRISTIANSBURG, VA. 24073 Phone 382-3271 


WAYNE INSULATION CO. 


W. M. Whitlow, Prop. 
HOME — COMMERCIAL — INDUSTRIAL 


OWENS-CORNING WICOR 
FIBERGLAS WATERPROOF 


UNDERGROUND 


TM REG US PAT OFF INSULATION 


HOMES SPECIALISTS 
INSULATED FROM IN PIPE 


CRAWL SPACE BOILER & DUCT 
TO ATTIC COVERINGS 
Free Estimates — Work Guaranteed 


Financing Arranged 
Phone 703-971-6770 If no Answer Call 536-8359 


5508 Vine St. Alexandria, Va. 


Stout Door Corp. 


SALES—SERVICE—INSTALLATION 


Sectional Garage Doors 

Steel Rolling Doors & Grilles 
Sliding Fire Doors 

Dock Loading Equipment 

Electric Operators 

Hollow Metal Doors and Hardware 


Gate City, 
452-4830 
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1115 Indiana St. 
703-387-0427 Salem, Va. 24153 


Fire & Safety 
Equipment Company 


Safety Equipment - Fire Hose 
Approved Hydrostatic Testing 
Sales & Service — Recharging 


Commercial — Industrial 
Municipal 


Serving Virginia 
P. 0. Box 938 Dial 993-2425 
Highway 24 - Concord Va. 


Yorktown’s World-Famous 


Seafood House 


NICK'S 


Overlooking the Historic 
York River at Yorktown, Virginia 


А delightful twelve-mile drive from 
Williamsburg via the beautiful 
Colonial Parkway 


Telephone Yorktown, 887-5269 


Recommended by 
A.A.A. and ROLAND L. HILL 


No CONNECTION 
WITH OTHER RESTAURANTS 


Sadler Transferred 
to Madrid Office 
0f Glenn-Rollins & Assoc., Inc. 


Glenn-Rollins and Associates, Inc., the Nor- 
folk based Consulting Engineer firm, announced 
the transfer of George 0. Sadler, Р.Е. to their 
Madrid, Spain Office, effective 1 September. Mr. 
Sadler will assume the position of Office Man- 
ager, replacing Richard E. Garriott, P.E., who 
will return to the Norfolk office after a two year 
absence. A Virginia registered professional 
engineer and 1972 Old Dominion University 
graduate, he will be accompanied by his wife, 
Frances, and 2 children. Mr. Sadler, a Virginia 
Beach resident, is the son of Joseph B. Sadler, 
recently retired Tidewater Area Manager of 
ready-mix and marine operations for Lone Star 
Industries, Inc. 


F. W. Emerson Sr. 
Masonry Contractor 


Va. St. Reg. #15450 
Phone (804) 595-0797 


Route 17, Box 1156 
Newport News, VA 23602 


Alonzo Ours, Jr. 


Roofing, Siding, 
Sheet Metal & Guttering 


Phone 703-368-7535 


7801 Powhatan Street 
Manassas, Va. 22110 


THE POTTERY HAS EXPANDED 
| WITH MORE 6 MORE 
| BARGAINS FOR 
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COME SPEND A 
DAY VERY SOON. 


oet 


5 MILES WEST OF 
WILLIAMSBURG ON RT 60 


LIGHTFOOT, VIRGINIA 
RESTAURANT ON PREMISES 
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American Dogwoods Swapped 
for Japanese Cherry Trees 


Horticultural Exchange Unites 
Children of Two Continents 


This September and October, children across 
the United States took part in a unique scientific 
and cultural event. 

The U. S. National Arboretum, a 444-acre 
USDA Agricultural Research Service facility in 
the nation's capital, asked parents and teachers 
to encourage their children to help the Arbore- 
tum in the collection and exchange of one mil- 
lion seeds of the American flowering dogwood 
(Cornus florida) for an equal number of Japa- 
nese flowering cherry (Prunus sp.) tree seeds. 

The United States’ most popular spring- 
flowering trees, the American dogwood and 
Japanese cherry have been cultivated here 
since 1731 and 1876, respectively. In the last 65 
years, however, the vigor of our cherry trees 
has declined, according to National Arboretum 
botanist Roland M. Jefferson. Only one autumn 
and three spring varieties are still widely grown. 
Japan, onthe other hand, has hundreds of culti- 
vated forms. 

To save America's flowering cherries, the 
Arboretum has launched an ambitious program 
of research, exploration, and cherry introduc- 
tion. Led by Jefferson and funded through 
government and private donors in both coun- 
tries, the effort has met with great success. In a 
highly publicized, five-month, national Japa- 
nese program, schoolchildren helped Jefferson 
collect more than one million flowering cherry 
seeds. 

The collection contains 50,000 seeds from 
trees growing in the volcanic ash of Mt. Fuji, 
which last erupted 400 years ago. Seeds from 
such an unusual spot excite Jefferson. "The 
amount of variation in the trees was remark- 
able," he said. "The more genetic mutations we 
can collect, the better our options when develop- 
ing superior trees for the United States." 

In exchange, American children this Sep- 
tember and October collected one million seeds 
of whay many deem our most beautiful tree, the 
American flowering dogwood. The National 
Arboretum will send the seeds to Japan, where 
some will be used immediately for research 
while the remainder will be planted on Japan's 
mountainsides. There, the dogwoods will be- 
come a natural part of the environment and a 
future source of genetic material — and 
pleasure. 


Byler 
Plumbing & Heating 
Company 


Plumbing Contractors 
COMMERCIAL -INDUSTRIAL 
Phone 497-4871 
505 N. Witchduck Rd. 
VIRGINIA BEACH, VIRGINIA 
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Dominion Office Park 
(From page 31) 


the units and optional fireplaces, bar sinks and 
showers. Brick and concrete block masonry 
walls provide the fire separation assembly and 
bearing for the prefabricated trussed floor fram- 
ing members. The standing seam metal roof 
covering and warm brick tone blend well with 
the "vernacular" architecture. Bronze-tone 
metal windows match the roof while enabling 
low maintenance. Each unit contains separate 
electrical and zoned HVAC systems making 
possible the fee simpletype ownership and sub- 
lease arrangements. 


Falls Church Construction Corp. of Oakton 
was general contractor and handled excava- 
tion, masonry and drywall. 

Subcontractors & Suppliers 

B & W Construction Co., Inc., Sterling, site 
utilities; Fred Newton Paving, Inc., Oakton, pav- 
ing; Area Landscaping, Fairfax, landscaping; 
Contractors Termite & Pest Control, Alexandria, 
termite control; Virginia Concrete Co., Inc., 
Springfield, concrete; Falls Church Masonry 
Corp., Oakton, masonry; Arlington Iron Works, 
Inc., Manassas, steel; Arlington Woodworking & 
Lumber Co., Inc., McLean, millwork; Fort Mc- 
Henry Lumber, Baltimore, MD, trusses; Daven- 
port Insulation, Inc., Springfield, insulation; R. 
D. Bean, Inc., Beltsville, MD, roofing; and AAA 
Thermal Windows & Doors, Fairfax, hollow 
metal. 

Also, Herndon Lumber & Millwork, Inc., Hern- 
don, windows; Associated Glass Co., Inc., Fair- 
fax, glazing; Lester's Hardware, Springfield, fin- 
ish hardware & toilet accessories; Acoustical 
Ceilings, Inc., Merrifield, acoustical tile; South- 
ern Floors & Acoustics, Inc., Merrifield, resilient 
flooring; Nelson Maffett, Springfield, paint; 
Burke Plumbing & Heating, Inc., Manassas, 
plumbing; William H. Metcalf & Sons, Inc., Clin- 
ton, MD, HVAC; and CPS Contractors, Fairfax, 
electrical. 


Edgar K. Jones, Jr. 
Inc. 


Plastering & Drywall 
Commercial—Industrial 
St. Reg. 45803 
Phone 703-979-1155 


333 South Glebe Road 
Suite 222 
Arlington, Virginia 22204 
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Western State 

McLaughlin Insulation Co. 

Research Division of bias: Service In а пс. 

4 Industrial — Commercial 
Corporation Residential 


Contractors & Distributors 


Systems Engineering 
iS 


Engineering Studies 


SPRAY ON INSULATION 
Phone 703/370-8210 Pipe Insulation 


Cold & Heat Duct Insulation 


5200 Eisenhower Avenue 


Alexandria, VA 22304 Call 362-3721 
3023 Hollins Rd., N.W. 
Roanoke, Virginia 


C. C. Powell & Sons, Inc. 


Quality Plumbing & Heating—St. Reg. #7545 
Member of Virginia & National Water Well Associations 
Phone 804-696-3341 
Highway 49 South - P. O. Box AE - Victoria, Va. 23974 


VARINA REFRIGERATION SERVICE, INC. 
Va. State Reg. #7359 


3108 No. Boulevard Phone (804) 355-9126 
Richmond, Virginia 23230 


BAT MASONRY COMPANY 


INCORPORATED 


State Reg. #6444 
10313 Timberlake Rd. Phone 239-9235 
LYNCHBURG, VA. 24502 


Boiler & Equipment Insulation 


R. E. Lee Electric Co., Inc. 


Electrical Distribution 


UNDERGROUND — OvrRHEAD — INSIDE 


FLOODLIGHTING 


8207 Backlick Rd. Phone 703-550-7500 
NEWINGTON, VA. 22122 
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NSW Corporation (From page 37) 


$1,000,000 with another $2,000,000 to be invested 
in operating equipment. 

Days Construction Company of Salem has 
been awarded the construction contract as the 
result of competitive bids which were received 
in March. Ground was broken shortly thereafter. 

Total enclosed area is 22,000 square feet, 
6,000 being committed to administrative space 
in a two-story configuration while the remaining 
16,000 houses the manufacturing effort which 
enjoys a 23-foot clear height. The building has 
been designed to receive two later expansion 
phases which will ultimately provide a total 
area of 66,000 square feet. 

The site is relatively flat except for steep 
shoulders which slope down to the street along 
the north and east. Goodly portions of rock are 
to be found below the surface. Four storage 
silos are positioned along the north elevation 
for retention of plastic raw material. Paved 


parking areas are provided along the south side 
of the site. 

The substructure is reinforced concrete and 
employs a precast foundation system. The pri- 
mary above-grade structural system is a pre- 
engineered steel frame design manufactured by 
Varco-Pruden Metal Building Systems. All floors 
are concrete slab on grade. 

An energy efficient and moisture resistant 
exterior closure achieves integrity through the 
efficient use of metal, masonry, and glass. The 
roof system is standing seam metal. Brick 
masonry and metal panels make up the wall 
system. Fenestration is provided through ther- 
mally broken aluminum fixed sash windows. 

Interior construction utilizes the following 
floor, partition, and ceiling system. In the admin- 
istrative areas carpet predominately covers the 
concrete slab; whereas, a floor hardener is ap- 
plied to the concrete slab in the manufacturing 


Wiley N. Jackson Company 


General Contractor 
St. Reg. #10013 


Roads — Bridges — Site Work 


Phone 703-389-0251 . 
1645 Apperson Drive, Salem, Virginia 


312 W. Westover Ave. 


825-A Greenbrier Circle 


Daniels & Ingram Masonry Contractors 


Quality Masonry and Materials 
RESIDENTIAL — COMMERCIAL — INDUSTRIAL 


Colonial Heights, Virginia 


L. E. BALLANCE ELECTRICAL SERVICE, INC. 
Phone (804) 424-5300 


Phone 526-1045 


Chesapeake, Va. 23320 


J.B. VIOLETTE CONSTRUCTION CO. 


General Contractor 


Phone (804) 229-8912 


P.O. Box 198, Williamsburg, Va. 23187 
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areas. Wall surface finish in the administrative 
areas is field applied vinyl on drywall substrate. 
Elsewhere, a wall liner panel is provided together 
with a painted finish where masonry is exposed. 
Suspended to the proper height in the two-story 
portion, is a ceiling grid which holds conven- 
tional acoustic panels. 

A gas fired boiler, feeding duct mounted fin 
tube radiators, provides for general heating 
requirements. Likewise, packaged electric mul- 
tizone units with variable volume distribution 
serve the cooling needs. A water fire suppres- 
sion system is provided. 

Electric service to the building is 600 amps 
with conventional distribution. Fluorescent 
lighting, using energy saving ballasts and 
lamps, provides artificial illumination. 

Days Construction Co., Inc. of Salem, the gen- 
eral contractor, is handling masonry work. 

Subcontractors & Suppliers 

Other Salem firms are: Thomas Brothers, Inc., 
grading; Salem Ready Mix Concrete, Inc., con- 
crete contractor/supplier; Valley Steel Corp., 
reinforcing; McClung's, millwork; and Contract 
Furnishings & Design, carpet. 

From Roanoke are: Superior Exterminating 
Co., Inc., soil treatment; John Yauger, coping; 
Phoenix Concrete Products, Inc., foundations; 
Locher Brick Works, Inc., masonry manufactur- 
er/supplier & mortar; Skyline Paint & Hardware, 
Inc., metal doors & frames, hardware supplier & 
specialties — toilet accessories & toilet parti- 
tions; Argabright Contractors, Inc., plaster con- 
tractor & resilient tile; Magic City Sprinkler, Inc., 
sprinkler contractor; Weddle Plumbing & Heat- 
ing Co., plumbing/heating/air conditioning con- 
tractor; The Overhead Door Co. of Roanoke, 
overhead doors, dock seals & levelers & traffic 
doors; Dominion Signs, Inc., building signage; 
and J. H. Pence Co., steel lockers. 

Others are: Roanoke Valley Paving, Bedford, 
paving contractor; Va. Steel & Building Special- 
ties, steel supplier/erection/joists; Glass & 
Metals, Inc., Harrisonburg, glass, glazing con- 
tractor & windows; Botetourt Tile Co., Botetourt 
County, ceramictile; W. E. Donald, Vinton, paint- 
ing contractor & wall covering; and Dixie Lite- 
Trol Co., window blinds. 


rinkler 


Company, Inc. 


Virginia 


Complete & Approved 
AUTOMATIC SPRINKLER 
SYSTEMS 


Emergency Calls Accepted 
Serving Virginia 
Maryland & Washington, D.C. 


Call 798-8385 


P.0. Box 986 
ASHLAND, VIRGINIA 23005 


also 
SPRINGFIELD. VA. 
Phone 703-569-7010 
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Building Systems. All floors are slab on grade. 

An energy efficient and moisture resistant 
exterior closure achieves integrity through the 
efficient use of metal, masonry, and glass. The 
roof system is standing seam metal. Brick 
masonry and metal panels make up the wall 
system. Fenestration is provided through wood 
clad, insulating glass facia surrounds the brick 
faced administrative front portion. 

Interior construction provides the following 
floor, partition, and ceiling system. Vinyl asbes- 
tos tile and carpet predominately cover the con- 
crete slab. A special raised floor system is pro- 
vided in the computer equipment areas. A 
demountable partition system is employed in all 
areas not permanently fixed. Wall surface finish 
throughout is factory applied vinyl on drywall 
substrate. Suspended to the proper height is a 
ceiling grid which holds conventional acoustic 
panels; except, in the computer areas where a 
special mositure resistive, plastic faced tile is 
used. 

A gas fired boiler, feeding baseboard fin tube 
radiators, provides for general heating require- 
ments. Likewise, packaged electric multizone 
units with variable volume distribution serve 
the cooling needs. A special environmental sys- 
tem utilizing precise thermostatic controls is 
provided in the computer areas. A water and 
halon fire suppression system is also provided. 

Electric service to the building is 800 amps 
with conventional distribution. Fluorescent 
lighting, using energy savings ballasts and 
lamps, provides artificial illumination. 

The project was completed using design/build 
delivery techniques. 

Days Construction Co., Inc. of Salem was 
general contractor for the project. 


Pony Pasture 


Ranger/Comfort Station 
(From page 79) 


Inc., metal doors & frames; Walker & Laberge 
Co., Inc., glazing contractor (Reynolds Metals 
Со. and Andersen Corp., windows); Architectur- 
al Hardware, Inc., hardware supplier & movable 
wood panel window covers; C. B. Smith, special 
flooring; Gara Painting, painting contractor 
(Benjamin Moore/Olympic Stain Co., Inc., paint 
manufacturers); M. R. Ellis & Sons, Inc., plumb- 
ing contractor; Ace Electric Co., Inc., heating/ 
electrical contractor & lighting fixtures/electri- 
cal equipment supplier; Roanoke Engineering 
Sales Co., Inc., overhead door; and Froehling & 
Robertson, Inc., test borings. 

Others were: Colesville Nursery, Inc., Charles 
City, landscaping & landscaping contractor; 
Thurston-Walsh, Inc., Ashland, masonry con- 
tractor; Richtex Corp., Columbia, SC, masonry 
manufacturer; Boscobel Granite Co., Manakin, 
stonework supplier; Hanover Iron & Steel, Ash- 
land, miscellaneous metal & handrails; Johns- 
Manville Corp., Denver, CO, fiberglass shingles; 
F. Richard Wilton, Jr., Inc., Ashland, gypsum 
board contractor; Accessory Specialties, 
Yonkers, NY, specialties; Gametime, Fort Payne, 
AL, playground equipment; and Acorn Engineer- 
ing Co., Industry, CA, plumbing fixture supplier. 
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Subcontractors & Suppliers 
(Roanoke firms unless noted) 

Robert L. Bussey, sodding, seeding, etc.; 
Adams Construction Co., Inc., paving contrac- 
tor; Old Virginia Brick Co., Inc., Salem, masonry 
manufacturer/supplier & mortar; PPG Industries, 
Inc., glass & glazing contractor; Skyline Paint & 
Hardware, Inc., metal doors & frames & hard- 
ware supplier; Landmark Lumber, Salem, wood 
doors & windows; Acoustical Services, Inc., 
Salem, acoustical treatment — ceiling, special 


Smith Brothers 
Enterprises, Inc. 


Specializing in Wood Flooring 
Residential — Commercial 


Phone 804-380-6919 


1703 27th Street 
Newport News, VA 23607 


Tate & Hill, Inc. 


Electrical Contractors 
FREE ESTIMATES 
Industrial— Commercial 


Residential & Rewiring 
Lighting Fixtures— Electric Heat 


15 W. Clopton (804) 233-9289 
Richmond, Va. 23225 


ROOFING SERVICES 


COMPLETE ROOFING AND SHEET 
METAL CONSULTATION SERVICE FOR 
OWNERS, ARCHITECTS, CONTRACTORS 


VAT flooring & special wall finish — vinyl 
covered drywall partitions; Stout Door Corp., 
Salem, toilet partitions; Roanoke Construction 
Specialties, toilet accessories; Fire Protection 
Specialties, Harrisonburg, sprinkler system; 
Air-0-Matic, Inc., plumbing/heating/ventilat- 
ing/air conditioning/electrical contractor; 
Maxon & Associates, Inc., automatic sliding 
door; Rusco Window Co. of Roanoke, Inc., win- 
dow blinds; and Thomas Brothers, Inc., Salem, 
grading, etc. 


Colonial Electric Co. 


Electrical Contractors 
St. Reg. #8171 
COMMERCIAL — INDUSTRIAL 
Phone (804) 565-2001 


P.O. Box 234 
WILLIAMSBURG, VA 23187 


ae С Gorham 


6106 ROXBURY AVENUE 
SPRINGFIELD, VA. 22152 
(703) 451-4165 


Harris Heating & Plumbing Co., Inc. 


P. O. Box 9565 


Dial 262-6544 


RICHMOND, VA. 23228 


Jack Brooks 
Contract Service, Inc. 


i s c 


Phone 703/781-8100 
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Fort Belvoir, Va. 
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ELECTRIC 
CONTRACTORS, INC. 


Serving Peninsula Since 1956 
AUBREY ANDLETON 


Boulevard 
Heating & Air Conditioning 
Inc. 
Phone 804/499-3571 


507 North Witchduck Road 
Virginia Beach, Va. 23462 


RESIDENTIAL е COMMERCIAL 
House Power Contractor 
Free Estimates—Dial 596-6389 
12268 Warwick Boulevard 
Newport News, Virginia 


Hammond Brothers 
Inc. 


General Building Contractors 
St. Reg. #17115 


JARRETT ELECTRIC 
CO., INC. 


Electrical Contractors 


RESIDENTIAL ® COMMERCIAL 
POWER INSTALLATIONS 
ELECTRIC HEATING SPECIALISTS 
LIGHTING FIXTURES 


Phone 343-4113 820 5th St., S.W. 
ROANOKE, VIRGINIA 


Phone 443-3375 
P.O. Box 963 
Tappahannock, Va. 22560 


STUTZMAN CONSTRUCTION COMPANY 
Phone 426-6996 
4769 Morris Neck Road, Virginia Beach, Va. 


P. C. GOODLOE & SON 


St. Reg. #11372 
EXCAVATING & ROAD BUILDING 


Phone 703-373-5863 


1112 Kings Highway Fredericksburg, Va. 


HAMPTON FLOORING CO. 
Phone (804) 826-9696 
1704 Industry Drive, Hampton, Va. 23661 


CARP INCORPORATED 


General Contractor 
Va. St. Reg. #A-5180 
104 Greene Drive Phone 989-5880 
Yorktown, VA 23692 


Virginia Reproduction & Supply Co., Inc. 


e White Prints Blue or Black Line е Geological Survey Maps & Nautical Charts 
e Survey Instruments-Rentals & Repairs ~ Photo Enlargements & Reductions 
e Drafting Supplies Equipment & Furniture © Xerographic Copying Service 


9 W. Cary St. (Main Office e 804 643-9116 
1563 Parham Rd. © 804/285-73715 900 Research Rd. ө 


804/794-4646 
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Whitley Va. Reg. No. 12580 
ROOFING COMPANY 


ROOFING eSHEET METAL 
SIDING e WATERPROOFING 
INDUSTRIAL — COMMERCIAL 


P.O. BOX 13085 PHONE 276-5555 
RICHMOND, VIRGINIA 23225 


Varney 
ELECTRIC CO., INC. 


TO SERVE INDUSTRY 


INDUSTRIAL — COMMERCIAL 


ELECTRICAL CONTRACTOR 
INSTALLATION — SERVICE 


Phone (703) 343-0155 
2301 Patterson Ave., S.W. 
ROANOKE, VA. 24016 


R. Percy Glidewell 


Decorating & Painting 
Contractor 


Commercial — Industrial 


Residential 


Phone 804-748-7023 


5913 Beckingham Drive 
Chester, Virginia 23831 


Higham Co., 


BUILDERS & 
LAT BIC 


CONTRACTORS 
INC. 


Coatings 


Coverings 


Phone 703-971-5200 
5513 Vine St. 
ALEXANDRIA, VIRGINIA 
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11048 Warwick Road 


Warwick Plumbing & Heating Corp. 


Mechanical Contractors 


St. Reg. 82411 
PLUMBING—HEATING—VENTILATING AIR CONDITIONING & REFRIGERATION 


NEWPORT NEWS, VIRGINIA 23601 
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E. |. duPont de Nemours & Company ..... 30 
НИЕ АЕ 
ЕСКЕ ОО, ——— 43 
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Gravely Construction Co., пс........... 44 


Phone 599-6111 


ECONO 
Drywall & Plastering Co. 


Phone (804) 466-9104 
162 Wellman St., Norfolk, Va. 23502 
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Smith-Gerloff 
Painting & Decorating 
Inc. 


Waterproofing — Painting 
Wallcovering 


Phone 1-420-2461 


820-F Live Oak Drive 
Chesapeake, Va. 23320 
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Magic City Sprinkler, МС, „..........5.4 36 
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Small Business Tax Workshops 


If you rea new business owner, contact your 
local IRS office for information on special 
free workshops in your area. 


They can make you aware of tax benefits 
and responsibilities and help you set up 
an efficient and "tax-wise" recordkeeping 
system. 


A public service message from 
the Internal Revenue Service 


LYNCHBURG STEEL & SPECIALTY CO. 


STRUCTURAL & MISCELLANEOUS STEEL FABRICATION 
COMMERCIAL — INDUSTRIAL 


Route 29—North 
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